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Tiare ee 


first aid for throat irritations 


SORE THROATS due to coughs and colds, if neg- 


lected, may result in lost man hours of work. 


THANTIS® Lozenges contain no antibiotic; they 


produce no unpleasant by-reactions in the mouth. 


THANTIS Lozenges relieve pain promptly—reduce 


infection—act prophylactically. 


Twenty-three years’ extensive clinical and lay use 
has proved the safety and effectiveness of this popular 
product. 


forcurochrome 


First aid for wounds... 


Neglect may cause infection which can be prevented 
by prompt use of ‘Mercurochrome.’® 


No antiseptic has been proved to be more effective 
than ‘Mercurochrome’ for topical application. 


sha PiOlmauaesiCOTT & DUNNING, INC. <> BALTIMORE 1, MARYLAND 


Circle No. 1 on reader service card for more information 





me 
s\S o' glko\'s 


ae” neo 


res! 


eos?! 


NEW... 

a light weight 
Neoprene 

and Cork 
“blown-sole” 


A new, extremely light-weight Neoprene and Cork 
‘“‘Blown-Sole”’ that gives the designer a hefty-appearing 
21-iron sole without the weight handicap inherent in 
conventional neoprene soles of this thickness. 


This is possible because the new Vul- Cork Micro- Cell 

Cushion Neoprene is so light that, iron for iron, it is 40% 

lighter than ordinary neoprene. And, what’s more, 

new Vul-Cork Micro-Cell Cushion Neoprene has much greater 
resistance to slipping because its patented micro-cellular 
construction gives thousands more tiny vacuum gripping surfaces 
per square-inch of sole . . . good for the entire life of the sole. 


It’s cooler underfoot, too, since this patented micro-cellular 
construction forms an extremely efficient moisture- 
vapor-heat barrier that is non-absorbent. It is also resistant to 
oils, greases, acids, alkalis, and heat. 


All these features, combined together in one new 

sole material . . . Vul-Cork Micro-Cell Cushion Neoprene 

. . . provides the industry with a new standard of comfort 
underfoot combined with a new conception of durability and 
performance. Samples available on request. Write directly to: 
Vul-Cork Sole Division, Cambridge Rubber Co., Taneytown, Md. 
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NEOPRENE SOLES 


Mh RESISTING 


Vul-Cork Sole Division, Cambridge Rubber Co., Taneytown, Md.|Vul-Cork 


RO-CELL 


NM NEOPRENE 


* 


mic 
Cusme 
Circle No. 2 on reader service card for more information 


OCTOBER, 1954 





“JOB- FITTED COMBINATION SCRUBBER-VAC 


PUTS FLOOR-CLEANING ON 


PRODUCTION BASIS 
our 


— Sage Superintendent of Maintenance 
VICTOR ADDING MACHINE COMPANY, CHICAGO 


Victor Adding Machine Company insists on maximum 
production in floor-cleaning as well as in manufacturing. 
Like other production-wise industrial concerns, Victor 
cleans floors with a Job-Fitted Combination Scrubber- 
Vac! This single unit 


Completely WMechanizes Scrubbing 


—applies the cleanser, scrubs, flushes if required, and 
damp-dries the floor —all in one operation! Job-fitted 
to specific needs, a Scrubber-Vac provides the maximum 
brush coverage consistent with the area and arrangement 
of the floors. 


Model 213P, shown in illustrations at left, is designed for 
heavy duty scrubbing of large-area floors. It has a 26- 
inch brush spread, and cleans up to 8.750 sq. ft. per hour! 
Finnell makes still larger sizes—in gasoline as well as 
electric models — and also sizes for smaller operations. 
From this complete line, you can choose the Scrubber - 
Vac that will put your floor-cleaning on a production 
basis and reduce labor costs. And you can lease or pur- 
chase the machine. Maintenance men like the conven- 
jence of working with a Scrubber-Vac. This all-in-one 
unit is self-propelled, and has a positive clutch. There are 
no switches to set for fast or slow—slight pressure of the 
hand on clutch lever adjusts speed to desired rate. The 
powerful vae performs quietly. 
In keeping with the Finnell policy of rendering an individualized 
service, Finnell maintains a nation-wide staff of floor specialists 
and engineers. There's a Finnell man near you to help solve your 
ats one particular floor-maintenance problems ... to train your operators in 
y ) the proper use of Finnell Job-Fitted Equipment ...and to make 
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periodic check-ups. Its also good to know that Finnell makes 
everything for floor care! For demonstration, consultation, or 
literature. phone or write nearest Finnell Branch or Finnell System, 
Inc.. 3510 East St.. Elkhart. Ind. Branch Offices in all principal 
cities of the United States and Canada. 


FINMELL SYSTEM, INC. Ae “wae 


; PRINCIPAL 
Oncginators of Power Scrubbing and Polishing TMachines 0 rabal i 
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THERE’S PROFIT IN PREVENTION 








for industrial footwear 


= NEO 
*SUPREME 


SUPER 
-acid resistant 
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heat resistant 


SUPER 


resistant 


>. + =k 


cold resistant: 
(low temperature flex) 


Test after test shows Neo-Supreme to be far 
superior to all other materials so far developed for extreme 
ss industrial applications. For greater comfort, safety 
Jonger wear under extreme wear conditions, insist on 
léo-Supreme. It's another first by Gro-Cord — 
in work and industrial soling materials. 


y-CORD RUBBER CO. 
a LIMA, OHIO 
a 
Kenedion Fien 
ER CO. of CANADA LTD. 
1g, Ontorio 
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8 STOP LADDER ACCIDENT 


WITH THE When You STEP- 
It STOPS 


Apply just seven pounds to any step 
and the anchor cup locks firmly to the 
floor. It won't budge. Non-slip steps 
provide added safety. 








Kolls at the é. 7 ‘ss , (/ | double Top-Step) 
TOUCH OFA / TT) Sy Exclusive 


FINGER ANCHOR-CUP 
Ball bearing wheels roll- Pi i \ A ROLLER 
ing freely within the 4 “ 
anchor cups make it easy 
to move this light-weight b/ 
ladder about. Ola Model 


sssoin ach to the 

FLOOR WITH 
SLIGHTEST 
PRESSURE 


Special extrusions on the 
safety domes positively 
glue the “‘Stop-Step”’ t 
the floor when in use. 


Light as a FEATHER 


Tubular aluminum con- 
struction for light-weight 
strength. In silvertone 
finish or various shades 
of baked enamel. A pre- 
cision product that’s rigid 
and firm. 
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It's NATIONAL SAFETY CONGRESS 
time again—the biggest week of the 
year for safety men. In addition to the 
more than 250 meetings, luncheons, 
and other special events, Congress time 
is also shopping time for everyone in- 
terested in occupational safety. The 
exposition, always one of the big at- 
tractions at the National Safety Coun- 
cil’s annual meeting, will give you an 
opportunity to see everything new on 
the safety equipment horizon. 


Through the courtesy of the council, 
we are able to give you the booth num- 
bers of all Congress exhibitors. The ex- 
position will be held at the Conrad 
Hilton Hotel, Chicago, October 18 to 22. 
Exhibits will be in four areas: North 
and South Exhibition Halls (entry from 
Lower Lobby), Second and Third Floors. 


List of Exhibitors 


Exhibitor Booth No. 


Acme Protection Equipment Co. ...... 71 
Advance Glove Mfg. Co. ............. 213 
Aetna Casualty & Surety Co... . 102-103-104 
Alan Wood Steel Co. ................. 119 
American Abrasive Metals Co. ........ 114 
American Allsafe Co., Inc. ........... 189 
American Chain & Cable Co., Inc... .2-3-4 
American-LaFrance & Foamite 

Corp. 
American Optical Co. ......... 78-79-80-81 
ee eee eee eee eee 10 
Ansul Chemical Co. ..........000885 92-93 
Pe EE Me we kk SS ws eee eaeed 42 
Armory Street Safety Shoes 
Award Incentives 
Ayerst Laboratories 
NE EE. RWS 6c oa endow eee 5-6 
Bausch & Lomb Optical Co. ...... 51-52-53 
Re . PT eee ee 182 
ae rrr 38 
Bethlehem Steel Co. ................. 177 
Better Light Better Sight Bureau ..... 215 
a oe ee ey 194 
Bone-Dry Shoe Mfg. Co. .............. 155 
Bradley Washfountain Co. ..........32-33 


eee fe, eS ee 26 
I ES kc ue te eee es 153 
Bristol-Myers Products 

Browne, Stewart, R., Mfg. ........ 151-152 
a ne ee eer 301 
a eS en 110-111 
oe err 127-128 
Cambridge Rubber Co. ............... 19 
Chance, A. B., Co. 

Charleston Rubber Co. 

Chemical Specialties 

Chicago Eye Shield Co. ......... 72-73-74 
ee 8 oe ee eee 305-306-307 
Columbus Glove Mfg. Co. ....... 146-147 
Columbus McKinnon Chain Co. ....68-69 
C-O-Two Fire Equipment Co. ......... 14 
Cumeinghom, M4. B., Co. coo. ccccscicce 46 
Davis Emergency Equipment Co. ... 
Detex Watchclock Co. ............... 164 
J a ae 112-113 
ce camel: ET Pee ne 142 
Dow-Corning Corp. .................. 126 
Dunn Products 

Du Pont, E. I. de Nemours 185-186 
gee | were at 168 
Eagle-Picher Sales Co. 

mete eet OM, 6. oo ts bene ee ues 25 
meet Bervine Co. on... ccaskscesoscsccn 24 
Embosograf Corp. of America 

Se eee 49 
Fairfield Glove Co. ................... 156 
PUTRI eve caeluves eee eae eee 44 
Fine Organics, Inc. 

hess. hugh ancy TERE ee 219 
Frank Mfg. Co. 

Franklin Research Co. 

Frommelt Industries 

RII ..4-d's wwrehadcaclesrn Roum 195 
General Detroit Co. .................. 230 
SS NN Se i665. iu ince nna Sa 170 
Coreiey & Te Oe. osc oviciicscins 221 
Groflord Rubber Co: .. i... cccccaccs 120 
Haws Drinking Faucet Co. ............ 162 
UO ST oe wc ac wadedc cadens 179 
Hild Floor Machine Co. ............... 130 
Hillyard Chemical Co. ................ 22 
Holland-Racine Shoes, Inc. 

Hygiene Research, Inc. ............... 196 
Hy-Test Safety Shoes ................. 95 
Industrial Gloves Co. .............. 16-17 
Industrial Products Co. .......... 192-193 
Institute of Industrial Launderers ... .212 
ve tis es Ng RE TT ee 9 
Interstate Rubber Products 
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Jackson Products 
EEE dic aee vten ends ses nee % 7 
a ee en ee ee 214 
Junkin Safety Appliance Co. ......... 136 
Pe Re ere eee eee 18 
Karel First Aid Supply Co. ............ 82 
Kelley-Mahorney Co. ................ 233 
Keystone View Co. 
ee, Waneet, & CO. 2... 6c cccwcnen 63-64 
Kimball Safety Products 
Klein, Mathias & Sons 
Kunz, J., Gloves 
Legge, Walter G., Co. ..............36-37 
Lehigh Safety Shoe Co. ............... 87 
Lightfoot Shultz 
Littell, F. J., Machine Co. ............ 176 
Louisville Ladder Co. ................ 226 
Lowery Brothers 
Luther Mfg. Co. 
PE 3s cacdek ieee aun oe wate 218 
Marsh & McLennan, Inc. ......... 134-135 
Martindale Electric Co. ............... 209 
Masury-Young Co. ............... 224-225 
McAn, Thom, Safety Shoes 
McDermott, Julian A., Co. ............. 60 
a eee ee 61-62 
NS: 85S 4 og CRAG ANEW K G45 311 
ree 309 
meeciesl Gupely Co. .. «2... sccees 137-138 
Melflex Products 
Eo ee er rere 165 
Metropolitan Life Insurance Co. ...... 139 
Micro Switch 
ey eee ee ee 59 
Miller Equipment Co. ............ 144-145 
Mine Safety Appliances Co... . .83-84-85-86 
National Mine Service Co. ............ 229 
National Society for the Prevention 

of Blindness 
Newman Mfg. & Sales Co. ............ 187 
Nichols Engineering Co. .............. 163 
Occupational Hazards 
Oil-Dri Corp. of America 
eS uc owe gaee kal ieee seciwee’s 40 
Osborn Mfg. Co. 
Pac-Kit Co. 
Pe Mt Es GG Ass dace saw ans 94 
Patent Scaffolding Co. ............. 98-99 
Pennsylvania Optical Co. ............. 125 
I ale handel ninig 198 
Petersen Engineering Co. ............. 232 
po ge he ere 227 
Porto-Clinic Instruments Co. ......... 204 
Positive Safety Mfg. Co. .............. 41 
Powder Actuated Tool Mfg. Institute. .181 


OCTOBER, 1954 


Prairie State Products ................ 208 
Protectoseal Co. 
Pulmosan Safety Equipment Co. 
Pyrene Mfg. Co. 
ey re 197 
Radiator Specialty 
Randolph Laboratories, Inc. ....... 132-133 
Reece Wooden Sole Shoes ............ 115 
Robbins Instrument Co. .............. 203 
Rockwood Sprinkler Co. .............. 7 
Roebling’s, John A., Co. .............. 191 
Rose Mfg. Co. .... 
way Eee TOO CO. 2... k as idiewicns 161 
Safety Clothing & Equipment Co. .. . .55-56 
Safety First Products ................. 223 
Safety First Shoe 
Safety Tower Ladder 
es) a, 5 a ere 90-91 
Sani-Mist, Inc. ..... 
Sawyer, H. M. 
Scehrader’s, A., Sons ..........cce0. 12-13 
Scientific Industrial Supply Co. ...... 303 
ee rr re 21 
+ re 30 
Standard Safety Equipment Co. ....34-35 
Steel Scaffolding Co. ................. 97 
Stepan Chemical Co. .................. 29 
Se SN oon. ko hase Leen we 207 
Stonehouse Signs, Inc. ................ 129 
ts hdd he, OEE CCE 167 
fg re rere 67 
ee SNS Ss dk wens wend da caeenal 131 
SE AN 6. bi ce wast dvbneyuade 228 
Taylor, S. G., Chain Co. 
Pe GN CD nv. sk ven xcicdicasas 180 
SE 3 540d 55 es beds Gane al 154 
a et Be re 308 
Union Wire Rope Co. .................. 11 
United States Safety Service Co...100-101 
Wagner Sign Service Co. ............. 234 
Wee NT 6 teeccawae se sbaecaaien 171 
Watchemoket Optical Co. ........ 140-141 
Waverly Petroleum Products Co. . . 122-123 
re ee Ss 0k os ck cs Phanecas as 124 
West Disinfecting Co. 
Wheeler Protective Apparel Co. 
Wilkins Co. 
Williams Jewelry & Mfg. Co. .......... 48 
Willson Products, Inc. ........ 107-108-109 
Winko-Matic Signal Co. .............. 173 
Wolverine Shoe & Tanning Co. ....... 201 
Woodbridge Ornamental Iron Co. ..... 216 
Wyandotte Chemicals Corp. .... 
NATIONAL SAFETY 
COUNCIL 
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WELDERS’ 
AND 
CHIPPERS’ CUP-TYPE SAFETY GOGGLES 


At Manufacturer-To-You Savings! 


Welders’ Model 500. Brown opaque 
thermoplastic cups with side shields 
and lens retaining rings providing 
indirect ventilation to prevent fog- 
ging and light penetration. Regular 
or heat-treated welding lenses in 
shades 3 through 10. 


Chippers’ Model 900. Brown opaque 
thermoplastic cups with 3-way ven- 
tilation. Flat or curved impact-resis- 
tant safety lenses in clear or ab- 
sorptive green. Additional models 
available in clear or transparent 
green plastic cups. 


Achieved! Greater comfort for welders and chippers in these two new 

Penoptic goggles with contour-fitted eyecups designed so that only 

See Penoptic’s Full Line smooth, broad, rolled edges cushion all contact with the face as they 

seal the eye orbits in complete safety. Construction features include 

Of Safety Products At metal reinforcing rings molded into inner rim of each cup to insure 

retainment of original cup thread dimensions under all conditions. 

BOOTH 125 Aluminum lens retaining rings are threaded to permit easy lens re- 

placement without tools. Proper arrangement of ventilating areas pre- 

National Safety vents fogging . . . makes possible an exceptionally shallow cup depth 

to provide wider angle of vision. It all adds up to immediate and per- 

manent worker acceptance . . . AT LOWER COST .. . through Pen- 
optic’s manufacturer-to-you distribution. 


Congress 


For prices and full information write directly to Pennsylvania Optical Company, Reading, Pa., 
or 1712 Taraval St., San Francisco 16, Cal. 


PENNSYLVANIA OPTICAL COMPANY 


READING, PENNSYLVANIA 
Known Foa Fine Opnhthabnic PRProduchs Fince 1886 
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Hillyard 
Quick Dry 


Industrial 
Finishes . 
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In SURFCOAT and CEM-SEAL, 

Hillyard has combined quick - dry 

properties with heavy-duty protec- 

tion that allows fast and lasting fin- 

ishing or refinishing of plant-wide 

floors. Vital areas may be opened to 

traffic in only a few hours, avoiding 

tie-up in work schedules. These prod- 

Sion of i: ii ucts, backed with the knowledge of 50 

tection Sf cos years experience represent a real ad- 

vance in industrial floor care. Because 

quick-dry finishes to date often sac- 

rifice heavy-duty properties, these 

new products, giving vou combined 

advantages, find wide acceptance in 
industry. 


CLEAN Heavy-Soiled Areas with Hillyard 
RENOVATOR 


“ , MAINTAIN Floors the Flame-Proof Way 
On Your Staff— detetnacion ‘ 

ae Fiaip Perel” with HIL-SWEEP—leaves floors clean and 

: y dust-free with no harmful effect on your 


surface finish. Fire-tests prove Hil-Sweep 
ST. JOSEPH, MO. 


will not burn. 
San Jose, Calif. - Passaic, N.J. WRITE for a demonstration! Your nearby Hillyard 


Maintaineer is prepared to show you how Hillyard 
products researched for industrial floors will solve floor 
treatment and maintenance problems in your plant. 


r , eon” E 
samme ‘ ee | 
Circle No. 7 on reader service card for more information 
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ACCO Registered’ 
Wire Rope Slings 







a Company, Ine. 
‘*rranty a 
PPear, 
12g on 
date of the warranty the reverse 








* Trade Mark - % 
~ Registered 


a 4 ~ What 
ACCO Registered Means 


@ Primarily it means greater safety for 
your men and machines when loads are 
carried in the air in your shop. It means 
insurance against dropping a load which 





could tie up produ_tion. 

But that’s only part of the story. The 
name Acco Registered on the slings you 
use means greater efficiency because of 
better design of endings and attachments. 
It means lower overall sling costs because 
every part of every acco Registered Wire 
Rope Sling has the same strength as the 
catalog breaking strength of the rope 
itself. acco even magnafluxes each hook 
to make doubly sure it will serve you well. 

And it means that the sling has been 
proof-tested at the factory to twice its 5 
rated capacity. You can be sure that 
every acco Registered Wire Rope Sling is 
the safest, strongest and lowest cost lift- 
ing tool you have ever used. 

Best of all, you can get them when 


1 The best material 


Unit safety factor (on bodies, 
rings, links, safety 
shackles, hooks) 


Proof test of complete sling 
to twice rated 
capacity 


3 


4 Actual field service test 
of each model 


Metal identification tag 
on each sling 


6 Signed Registry Certificate 
with each sling 











you need them from a nearby stock. 
Contact your acco Registered distribu- 
tor today for full information and prices. 
Or, write our Wilkes-Barre, Pa., office. 


co Wire Rope Sling Department 


AMERICAN CHAIN & CABLE 


Wilkes-Barre, Pa., Atlanta, Chicago, Denver, Houston, Los Angeles, New 
York, Odessa, Tex., Phildelphia, Pittsburgh. Portland, Ore., San Francisco, 
Bridgeport, Conn. ein Canada: Dominion Chain Co., Ltd., Niagara Falls, Ont. 
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Buyer’s Guide 


What Kind of Equipment are you looking for? 
Here is an alphabetical listing for your easy 
reference, of all new products and ads on 
which data was available by closing date. 








Fpeorbents, TOOr .... 6c ccscedces 30, 60, 123 
oo rr: Prete .82 
ar Tar Oe shh eat .127 
Athletes’ foot preventive ..... 85, 95 
Beacon ray warning lights .143 
Breathing equipment ..14, 106, "122, 131, 134 
Reset DOMTGS ow... ccc coerce 133 
ene nedadeanee eae os 124, 130 
Cigarette dunking stations es 98 
Clothing, protective 27, 46, 87, 103, 114, 126 
SRS 5c 5.cang bai Rw eueaaeeee nee 74 
a rete ae es: 125 
ME  . c¢bscekecea sean ke eek eekeart 135 
EI i asc n awn venseede et ceulode 64 
Dust control equipment Keckicens ene 97, 116 
a ee 118, 130, 142 
Electric safety cords ............. 0 
PCIE DOMME on. cocsescccesevda 91, 109 
vO WOON: TOUNTRINS ..<.... 0 c0cccicasres . 80 
Eyewear ...... Cover 3, 8, 52, 53, 56, 61, 106 
CD ius wasounsaeasneke dae 29, 106 
Fan guard o 0nd 0000 85669455 0Ra RATE 12 
Fans Riga Sine bwin Wa aeune oa ace Ceara oan 


Fire e xtinguishing equipment kl, BB, @ 
Fire FretarGent Pat ..... vcsccesss 

First aid supplies ..Cover 2, 16, 24, 92, ‘122 
Floor maintenance equipment ...... 
Floor maintenance materials ..9, aa” 80. 


Floor mats 
Floor patching» *ompound rere e eee 


Fluorescent lamp | eee rr re 131 
Polding neh tales oie ccc ccscsescsartos 83 
Footwear i, & 13. 19, 22, 23, 38, 39, 

72, 73, 77, 102, 109, 114, 117 


Gloves, protective ..80, 93, 104, 109, 113, 
125, 130, 138, 141 


Gloves, reconditioning ............ 133 
Hand pumps ere rte ee ...20 
Hard hats ... nen oe cook, ta. ae 
re DRGNOUD ia 6.6.5.0 0.60 05:66605.060000 
Hose reels : sea whee ; 126 
Hot coffee carriers ............. 112 
Ladders a | 77, 81, 112, 127 
Lens cleaners ‘ 32° 66, 94, 108, 142 
Lighting equipment, guards eres!) ee A 
121, 127 

Machine guards Wika. sae 6 aa 
Magnetic sweepers ................ 78, 129 
Magnifiers, fluorescent light ; <<a ae 
Material handling equipment ..10, 20, 26. 
78, 82, 129 

Mirrors eer 
Pembe GOVNCOR. ook ccs ivacccccse 86 


Press feeders ; patie .. 134 
Protective creams 


es eee ose eke 
ee Ger Oe sé oiseccaies caves j .110 
Safety awards, trophies ... .82, 140 
| ER re ere ieee 
Safety control device ....... a 
| rar 125 
ey ME ei een View ates via 80 
NS ee Pe ri” te 82 
Safety tools . 88, 111, 137, 143 
Signs ; verre 31, 45, 142 
Skin cleaners ; 17, 47, 75, 119, 122, 131 
Soap dispensers Per eer er ee 131 
Solvents aide Kade ae ae 71, 99 
Spray mask ‘washing machine ........ 80 
eOGl GERAD WHOMMOT  .ooc esc cecssccuses 116 
Stretchers .... Ae Te, 81, 116, 135 
Stretcher canisters ................ 137, 139 
DEED kta ct cbewevvirsccicces 120 
,. i ara rrr 
Tweezer magnifier combination .......110 
ND 60k d 0. ds <cnvatarses .112 
.. . . Peery terre rr 
WRUCRIMONE GCIOCKB ...cccccccescess 70, 120 
Lo ee ear Te .15, 106 
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TWO OF THE GREATEST NAMES IN FIRE PROTECTION 
HAVE JOINED FORCES 


PYRENE and C-O-TWO, world-renowned manufacturers of approved fire protection equipment, are now 
unified under the same management to give you the finest and most complete line on the market today... 


+ built-in fire detecting systems that quickly respond to smoke, 
heat or flame... 


all types of portable fire extinguishers and built-in fire extin- 
«x 
guishing systems that kill fire fast... 


ae plus an expert fire protection engineering service that gives you 
unbiased advice on what is best for your particular fire hazards. 


Don’t take unnecessary chances ... the combined fire protection experience of PYRENE and C-O-TWO 
over the years is at your disposal without obligation. Get complete facts today! 


PYRENE-- C-O-TWO 
NEWARK 1 + NEW JERSEY 


Sales and Service in the Principal Cities of United States and Canada 





COMPLETE FIRE PROTECTION 


portable fire extinguishers . . . built-in fire detecting and fire extinguishing systems 
CARBON DIOXIDE + DRY CHEMICAL + VAPORIZING LIQUID + SODA-ACID - WATER + CHEMICAL FOAM AIR FOAM 
Circle No. 46 on reader service card for more information. 
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#207 — Piain Toe Oxford 
in Brown Glove; Brown 
Resist-Oil Cord Sole and 
Heel; Brown Resist-Oil 
Midsole; Storm Welt. 


H208—Plain Toe Oxford 





HSO03—U-Wing Laceless 
Oxferd in Brown Side; 
Natural Nuclear Resist-Oil 
Sole; Brown Rubber Heel. 


H504—French Bound 
Plain Toe Oxford in Brown 
Shrunken Leather; Natural 
Nuclear Resist-Oil Sole; 
Brown Rubber Heel. 


in Brown Glove with imi- 
tation Moccasin Stitching, 
featuring Cookie Cushion 
Insole; new Brown Resist- 
Oil Grit Sole and Heel; 
Storm Welt. 


H966—Same as 
H208 except 


H510—Plain Toe Oxford 
in Brown Shrunken Leath- 
er; Brown Air Cushion 
Cork Sole and Heel. 


HS17—U-Wing Oxford 
in Black Side; Leather 


H518—U-Wing Punched 
Sole; Rubber Heel. 


Leather Ventilated Oxford 
in Brown Side; Natural 
Nuclear Resist-Oil Sole; 
Brown Rubber Heel. 


WHY SETTLE FOR LESS? 


..Buy HY-TEST 
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1 COMPLETELY “J \ vs 
NEW ADDITIONS /e,_,0 


TO THE 


WORLD’S LARGEST New comfort 
and LARGEST SELLING HY-TEST 


SAFETY SHOE LINE ancion OS) anor 
Safety Shoes 


DIVISION OF 
H990—8” Plain Toe INTERNATIONAL SHOE COMPANY 
ee eee t ST. LOUIS 3, MO. 
; Insole; Brown Resist-Oil Blucher in Brown Glove; 


or featuring Cookie Cushion H942 —Lace-to-Toe 
m Rowe Reni O8 pommaitaghecdie  Pt PHILADELPHIA 23, PA. 
tee | Resist-Oil Midsole; Storm 









; 





Write for NEW 
Catalog-Broadside 


| and get the Seat! 





Save 
Thousands 


Of Dollars 
A Year 


With ° 


New 
Short-Term Breathing Apparatus 


TOM DAVIS 

Safety Engineer 

of The Sponge Rubber 

Products Co. 

Shelton, Conn. 

says, “There’s a sud- 
den valve failure. Vapors 
and vital chemicals escape. 
An expensive trouble spot 
in our production. 


“Pocketaire solves the prob- 
lem for us. Pocketaire goes 
on... the job is done... 
the chemicals saved , 
in seconds rather than 
minutes.” 


* * * 


Pocketaire sets new stand- 
ards for safety breathing 
apparatus — its simplicity 
and low cost make it possi- 
ble for you to have life- 
saving Pocketaire equip- 
ment ready at several stra- 
tegic places instead of one. 
POCKETAIRE is first to 
combine SAFETY with 
light weight—41/, Ibs. 
small size 
cost under $100 
refills for pennies 


(Send today for our new booklet) 
___THE CYCLE-FLO COMPANY ___ 
986 Bridgeport Ave., Milford, Conn. 


Please send me your booklet on 
Pocketaire Breathing Equipment 
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Letters to the editor 





Nurse Spots Booboo 


Editor: 

In your May 1954 issue of OCCU- 
PATIONAL HAZARDS, the article 
on page 24, “Not Big Enough For A 
Safety Program?”, caught my eye. 
Having worked as an_ Industrial 
Nurse for awhile, I’ve become very 
conscious of safety measures. 

According to the article I men- 
tioned, the company concerned has, 
and I quote “Provision of safety 
equipment. Goggles, hard hats... . 
are issued at no cost to employees. 
Safety shoes are sold at cost by pay- 
roll deduction.” 

Now my questions refer to the 
matter of the picture with this ar- 
ticle. The man to the right in the 
picture is wearing glasses, which I 
assume are safety goggles. If that is 
the case, what about the other em- 
ployee? Why doesn’t he have the 
same eye protection as his fellow 
worker? Also, does the man on the 
left have on safety shoes? 

(Mrs.) A. E. Limberg, R.N. 
Medical Department, Industrial 

Nurse 
General Malleable Corp. 
Waukesha, Wisconsin 


e You’re right. The man in our 
“Not Big Enough fo a Safety Pro- 
gram” picture might be expected to 
wear safety glasses. But we do not 
pose the pictures. We do appreciate, 
however, hearing from sharp-eyed 
readers who are aware of safety 
hazards and write us about them. 


Outside Contractor 
Sues Company 


Legal Editor: 

Could you please give me some 
information covering an accident 
similar to this: 

We have an outside contractor (1 
man) who we from: time to time call 
in and have do our air conditioning 
repairs. He iS” paid on an hourly 
and cost basis. 

While repairing a water cooler, 
this man caught his hand in a side 
plate. One of our employees was at 
the time helping this man. Imme- 
diately after the accident the in- 


jured contractor was given first aid 
at our medical department. He was 
then sent to our company doctor. 

I have been informed that this 
man has filed suit against our em- 
ployee and company. 

Can he sue the employee? Is the 
company liable to outside contrac- 
tors? 

John H. Flaherty 
Safety Director 
McKieran Terry Corp. 
Harrison, N. J. 


e Thank you for your letter of 
June 16. The questions which you 
ask revolve around an interesting, 
but not unusual situation. Before 
they can be properly answered, 
however, all the facts surrounding 
the accident must be ascertained 
and the law of the state in which 
the accident occurred must be 
studied. For this specific legal prob- 
lem we believe that you should con- 
tact your company attorney or any 
attorney in your vicinity specializ- 
ing in workmen’s compensation. 


Skin Cleansers 


Editor: 

I am trying to compile a list of the 
milder industrial skin cleansers, 
particularly the waterless cleansers, 
sulphonated detergents, and soap 
substitutes. Because of the article 
on skin cleaners in your March 1953 
issue, I thought you might have 
such information available or could 
tell me where to get it. I have al- 
ready written to the American As- 
sociation of Soap and Glycerine 
Producers. 

Many thanks. 

William A. Sawyer 
Medical Consultant 
International Association of 

Machinists 

Washington, D. C. 


e You might try to get the in- 
formation from the Industrial Safe- 
ty Equipment Association, Inc., 420 
Lexington Ave., New York City 17. 
I believe they have a section on skin 
creams, hand soaps, etc. Otherwise, 
I don’t know where you could get 
the complete information. 


Continued on page 18 
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Jackson SAFETY HATS and CAPS 
—Cap-and-Helmet Combinations 


For protection against falling objects and other sudden impact, 
and against bumping the head in close quarters, the new Jackson 
Safety Hats are a safe and sound investment. 

Made of fiber glass plastic, the strongest protective material per 
ounce of weight, these safety hats surpass all known industrial require- 
ments. They comply with Federal Specifications GGG-H-142b when 
tested for electrical resistance, impact (the 8-lb. ball test), penetration 
(the 1-lb. plumb bob test), flammability, and water absorption. At 14 
ounces, weight is well below the specified limit. 

Two types are available: the full-rimmed Hat and the Cap, with 
visor only. Unless otherwise specified, they will be furnished in an 
attractive, bluish grey. 

ALSO FOUR OTHER STANDARD COLORS ... White, Yellow, Green and Brown 


Arc Weldors are offered the choice of the two already popular fiber 
glass arc-welding helmets, types H-1 and H-2, pivoted to the sides of 
the Safety Cap. Helmet goes easy on, easy off. Just slide it in to 
assemble, push the button to release. Your present helmet, H-1 or H-2, 
may be utilized by ordering Safety Cap plus Helmet Attachments. 


EXCLUSIVE . . . Headband of Extruded Plastic, Cork-Lined Sweatband 


Plastic Headband allows immediate, | a 3 
positive adjustment, is clearly marked 
in hat sizes, holds its shape, and gives 
firm fit on all sizes of heads. 
Straps of webbing button to inside of 
hat shell, and provide adjustable sup- 
port on top of the head. They provide 
the required safe distance between top 
of head and hat shell and leave ample 


room for ventilation all around. 


SHOCK SOV 


PRODUCTS, INC. 
WARREN-MICHIGAN 





JACKSON 
SAFETY 
HAT 


Strongly ribbed crown design and full 
brim resist impact from all sides. 
Fiber glass plastic gives the greatest 
protection per ounce of weight. 


JACKSON =P 
SAFETY G@ 
CAP 


Identical with the Safety Hat but 
with only a narrow brim at sides and 
back, and a visor protecting the 

face. Weight 12/4 ounces. 


JACKSON 
CAP-AND- 
HELMET 


Arc-Welding Helmet, type H-I, pivoted 
to standard grey Safety Cap. 

Both are fiber glass of matching design 
and color. Visor is worn in back. 


JACKSON 
CAP-AND- 


Ge 


Lift-Front Helmet, type H-2, permitting 
work inspection without raising of 
entire helmet, pivoted to Safety Cap. 
Units are detachable without tools. 


Sold World Wide... 
through Distributors 
and Dealers 


Circle No. 12 on reader service card for more informatio 
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Latest clinical report proves cortisone no better than 
aspirin in the treatment of rheumatoid arthritis. 


On May 29th, 1954, the Joint Committee of the 
Medical Research Council and Nuffield Foundation 
published a most significant finding on arthritis therapy 
—that “for practical purposes” there appears to be 
“surprisingly little to choose between cortisone and 
aspirin,””} 

“Sixty-one patients in the early stages of rheumatoid 
arthritis ... have been allocated at random to treatment 
with one or other agent (cortisone 30 cases, aspirin 31 
cases)... 

“Observations made one week, eight weeks, thirteen 
weeks, and appfoximately one year after the start of 
treatment reveal that the two groups have run a closely 
parallel course in nearly all the recorded characteristics 
—namely, joint tenderness, range of movement in the 
wrist, strength of grip, tests of dexterity of hand and 
foot, and clinical judgments of the activity of the disease 
and of the patient’s functional capacity.”' 

These findings spotlight an earlier report that “aspirin 
in large doses has definite beneficial results closely akin 
to those received from ACTH.”* 





Cortisone vs. Salicylate in Rheumatoid Arthritis 


High gastric intolerance to aspirin noted among arth- 
ritics—a problem easily met by the use of BUFFERIN. 


In this latest study, the side-effects recorded for both 
groups “were equal in the early months of treatment, 
but became less in the aspirin group as time passed.”* 

Of clinical significance, however, is the high pe.cent- 
age of gastric intolerance to straight aspirin found among 
the arthritic patients—42% as against 3 to 10% vari- 
ously reported for the general population.*:* 

Earlier investigations reveal the disadvantages of 
using sodium bicarbonate with aspirin—namely, the 
lowering of blood salicylate levels and the possible 
retention of the sodium ion.” 

BUFFERIN offers an answer to this problem. 

Unlike straight aspirin, BUFFERIN is well tolerated, 
even when given in large doses.’ 

BUFFERIN contains no sodium. It combines aspirin 
with two antacid and buffering agents which protect the 
gastric mucosa against irritation from salicylates—at the 
same time providing faster absorption of salicylates 
into the blood stream. 

REFERENCES: 1. Brit. M. J. 1:1223 (May 29) 1954. 2. M. Times 81:41 (Jan.) 


1953. 3. J. Am. Pharm. Assoc., Sc. Ed. 39:21, 1950. 4. Ind. Med. 20:480 
(Oct.) 1951. 





.. because BUFFERIN provides relief of arthritic 
pain without upsetting the stomach. 


... because BUFFERIN’s antacids effectively prevent 
gastric irritation and speed the absorption of 
BUFFERIN’s analgesic ingredient. 


... because BUFFERIN’s antacids do not lower the 
blood salicylate levels, as does sodium bicar- 
bonate. 


Each BUFFERIN tablet combines aluminum glycinate and 
magnesium carbonate with 5 grains of acetylsalicylic 
acid. 





BUFFERIN" should be used for the long continued 
salicylate dosage required by ARTHRITICS 


BRISTOL-MYERS CO., 19 West 50 Street, New York 20, New York 


A similar package available from Bristol-Myers Co. of Canada, Ltd., 3035 St. Antoine St., Montreal 30, Canada 





The industrial package is a box containing 250 
individual hermetically sealed foil envelopes. Each 
envelope contains two BUFFERIN tablets, particu- 
larly convenient for dispensing or carrying in purse 
or pocket. 


BUFFERIN cis Nor‘urser te stomach 
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SEE US AT BOOTH 211 NATIONAL SAFETY SHOW. 
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Visit Us at Booth 88-89 
October 18-22, in Chicago, 
At The National Safety Congress. 


Let’s see how 
WEST products 
control dermatitis 


West's complete line of sanitation 
products includes hand cleaners, 
protective creams, antiseptic 
soaps and protective garments. 
Everything you need for effec- 
tive control of dermatitis. Here 
are a few of them. 


LAN-O-KLEEN 
a> 


is a heavy duty 
powdered hand 
cleaner. Contains 
a relatively high 
percentage of 
“free” lanolin, 
the emollient leci- 
thin, soap, and 
balanced alkalis blended together by 
a secret process in a fine corn meal 


98 yh base. Provides both super-fatting 
wee and effective cleaning. 


LET’S START WITH THE CAUSES OF = tianocucance 


contains bacterio- 


static properties. 
, Will not defat the 
Z skin. Excellent 
3 skin cleaner even 
YY for sensitive 
Yy 


hands. Offers pro- 

tection against 

oe : P ’ many harsh chemicals and other 

Costly dermatitis can be prevented. By getting at the basic materials used by people in industry 


. - and institutions. 

‘auses. We can help you by analyzing the work your em- ANTISEPTIC 

ployees do, checking for hazards our experience tells us PROTECTIVE CREAMS 
might cause dermatitis. We’ll check the care given their conten Becterie- 


hands. Then we’ll compare your present protective treat- i Hepa dth me oye 2 

ments with the skin care methods we’ve found to be best 7 : poor! sp mre 

during our many years of controlling industrial dermatitis. \ ‘ every occupational 

- hazard. Poa = by 

y iid P P P \ thousands of work- 

Where it is necessary, we offer consultation with special- ers throughout the 

P " ° A ° ‘ ited and 

ists. Complete chemical and bacteriological analysis. Z ag ga . 
ee 


WANT DETAILS? 


After these preliminaries we can help you set up a con- 
tinuing program for dermatitis control. Provide leaflets and 
posters to help educate employees. Assist you in choosing the 
particular products from West’s broad line that will best 
apply to your situation. At the right are a few examples. 


Tear out this coupon and 
mail with your letterhead 


J i West’s broad line of products includes Dept. 3 
' 


| 
I 
I 
l 
I 
1 
1 
tess P| not only cleaners, soaps, and protec- | I'm interested in: 
f ; tive creams but also washroom service 1; CJA FREE booklet packed 
}- 
! 
{ 
l 
! 
1 
! 


i . .. disinfectants . . . deodorants .. . with information on der- 
WE Spo331 Uy , insecticides . . . floor maintenance ma- matitis and helpful tips 

j i i : on skin care. 
CA talk with a West spe- 
Cialist about my derma- 
titis problem. No sales 
pitch. No obligation. Just 
discussion, a look at 
samples, and a demon- 
stration if | want it. 





terials. West is also the exclusive dis- 
tributor of Kotex Sanitary Napkins sold 
@ ae) through vending machines. 


42-16 West Street, Long Island City 1, N. Y. 
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yr-Kyter's 


NEW PRESSURIZED . 


5-POUND 


ama tiles 


EXTINGUISHER 


, 
Se? 


SB PE di 
4 


Just point it at the fire... and press your thumb! 
Instantly, Fyr-Fyter's new specially designed nozzle 
spreads the fire-killing chemical powder in a flat, 
dense, 10 to 12 foot long, and 60° wide angle 
stream. This thick, blanket-like stream lays a flat 


pattern of powder level with the base of the fire. ¢ 


It covers a greater area, provides better heat- 
shielding for the operator and faster flame smoth- 
ering action! 


It's a rugged, lightweight, all-brass extinguisher ; 
that's always ready for action! A unique, leak- | 


proof valve positively holds air or nitrogen pres- 
sure charge . . . visual gage constantly shows 
pressure condition. Simplified design and con- 
struction makes it easy to inspect, clean and re- 
charge. Except after use, recharging is never 
necessary . . . only periodic visual inspection is 
required. A service station air chuck can be used 
for pressurizing. 

For instant, more positive protection against 
Class B and C fire hazards . . . all flammable 
liquids, gases and electrical fires . . . use an 
Underwriters’ Laboratories Approved Fyr-Fyter 
Pressurized Dry Chemical Extinguisher! 10, 20 
and 30 lb. models are also available. 


Write for complete information today! 


FF.6 


(FIRE) 


LETTERS TO THE EDITOR 





Continued 


What’s In That 
Solvent Can? 
Editor: 

At a recent meeting of the Edisor 
Electric Institute, Chemical Section, 
reference was made to an article in 
your June, 1953 issue entitled 
“What’s In That Solvent Can?” 

Would it be possible for me to 
obtain a copy of this article? 

Keith Millen 
Assistant Chief Engineer 
Arapahoe Steam Electric Station 
Public Service Company of Colorado 
Denver, Colorado 

e We are pleased to send you tear 
sheets of the article. We are glad to 
know when our readers find articles 
of value in performing their safety 
jobs. When tear sheets are not 
available we gladly order reprints of 
any articles, at our current rates, 
providing requests are received in 
sufficient quantities. 


Compensation Law 
Editor: 

Your articles on compensation 
laws are most interesting and in- 
formative. We wonder if it is possi- 
ble to obtain reprints of the articles 
you have written since February 
1953. 

L. D. Ryan 
Safety Director 
National Bearing Div. 
St. Louis, Mo. 

e We are sorry to inform you we 
do not have reprints of these articles. 
We have received a great many fav- 
orable comments on the compensa- 
tion law series and are glad to know 
that you too found the articles inter- 
esting. 


Plant Noise Hazard 


Editor: 

We are interested in getting all 
possible information available per- 
taining to Industrial Shop Noise 
Hazards. Any information or source 
which you can supply will be very 
much appreciated. 

S. Borocki 
Safety Director 
The Babcock & Wilcox Company 
Boiler Division 





221 CRANE STREET, DAYTON 1, OHIO Barberton Works, Ohio 
REPRESENTATIVES IN PRINCIPAL CITIES e ...If you have a copy of our 
Industrial Safety and Health Hand- 


BRANCH OFFICES: New York, Boston, Philadelphia, Chicago, Atlanta, Dallas, San Francisco, Portland, Seattle. 





" . F A : ; >, pa 9 
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Iron Age presents the 


oft-ee 
SAFETY SHOE 


Armored for Safety —Impregnated for Long Wear 


This Comfortable, All Purpose, 
Plain Toe Work Shoe Repels .\\; 
Water, Oils and Acids 





Here’s another “‘first’”’ in the long line of Iron Age safety shoe 
values. It’s crammed full of quality features to assure the longest 
wear, the most comfort. Consider the upper leather. 

It’s Resitan, used here for the first time in any safety shoe. 
Resitan is a soft, mellow tannage impregnated with a 

wondrous new plastic resinous material that is highly resistant 
to acids and water. After two years of rugged wear tests, 

these shoes remained just as soft as when new. 


Other ‘‘extras’’ include nationally advertised Biltrite 
green plug Neoprene outsoles, Pacifate linings, 
Dacron stitching and Barbour storm welts. 


One look will tell you the new Iron Age “‘Soft-ee’”’ 
belongs in your stock room. Ask your Iron Age 
representative to demonstrate or write us. 


The Sofety Shoe for Industrial America 


No. 679 

Sizes 6-13 b fron Age oivision 

on H. Childs & Co., Inc. 
1205 Madison Ave., Pittsburgh 12, Pa. 


Of This Great New Value 








e@ Sate Shoes 
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PROTECTION -WHERE ACCIDENTS BEGIN 


BULLARD-BURNHAM SAFETY HOOKS 


Anti-friction 
load washer 


Locking groove 





Duronze 
rust-proof 
Locking pin 


At last a 100% safe hook for every 
type of equipment; utility and chain 
hoists, horizontal tuggers, come-a- 
longs, cranes, block and tackle or 
snatch blocks. Safety gate automati- 
cally locks closed and cannot be dis- 
engaged accidentally. A touch of the 
finger releases the lock to open gate. 
If the hook is sprung, even 14 inch, 
gate will swing free, warning work- 
ers. All hooks used are standard 
drop forged hooks with B & B safety 
gates of non-corrosive brass. Sizes 
available #2 through #16A. Return 
spring on gate is available at addi- 
tional cost. Write for descriptive 
circular. 

E. D. BULLARD CO. 

SINCE 1898 

SAFETY HOOK DIVISION 

275 EIGHTH STREET 

SAN FRANCISCO 3, CALIF, 


With 
gate 
open 
hook’s 
throat 
is 
entirely 
free 


EVERYTHING 


BULLARD 


IN SAFETY 


T. M. REG. U.S. PAT. OFF. 
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Continued 


book, we suggest you consult Sec- 
tion J-3 and J-7. This section has an 
excellent short discussion on the 
problem of noise in industrial plants. 
Another source of information on 
the subject would be the National 
Noise Abatement Council in New 
York City ... We have forwarded 
tear sheets of articles which have 
been published in OCCUPATIONAL 
HAZARDS on noise and the hear- 
ing loss problem. Other articles on 
this important subject will appear 
in future issues. 


And Sudden Injury 


Editor: 

Several years ago, I believe it was 
in 1951, OCCUPATIONAL HAZ- 
ARDS showed a picture in the “Sud- 
den Injury” series of a lineman on 
a ladder with both hands burned 
off. 

I would greatly appreciate a 
copy of this if it is still possible to 
get one. 

R. F. Millikan 
General Safety and Employee 

Relations Supervisor 
Kentucky and West Virginia Power 

Company, Inc. 

Ashland, Kentucky 

e The “And Sudden Injury” 
photo of the lineman on a ladder 
with his hands burned off appeared 
in our July 1950 issue. We are happy 
to supply a tear sheet. Reprints of 
this feature were not made avail- 
able to readers at that time, so a tear 
sheet is the best we can supply. 


Cover Suggestion 


Editor: 

I have been a constant reader of 
your valuable magazine for over ten 
years and find it of great assistance 
in my profession as safety engineer. 

In each issue there are usually one 
or two articles to which I want to 
refer later, but in trying to find it 
after six months, have difficulty in 
locating it . . . My suggestion is to 
leave a plain white block on the 
cover page at either of the lower 
corners 14% x 2 inches where a nota- 
tion could be made of the outstand- 
ing articles. 

Edgar H. Neibert 
Safety Engineer 
U. S. Naval Proving Ground 
Dahlgren, Va. 

e We wonder what readers think 
of this idea. Certainly, all opinions 
are appreciated. 
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INED INDUSTRIAL WIPERS STEALING YOUR PROFITS ? 


Modernize your shop — save money — with new 


Type 1300 KIMWIPES! 


You'll be money ahead when you switch toType 1300 
Kimwipes. They re the modern new disposable wipers 
that actually replace old-fashioned cloth and waste 
wiping material and cost four to ten times less ! 

New Kimwipes 1300 are soft. Strong. Absorbent. 
A full 12”x 18” in size, they hold up to 8 times their 
own weight in liquids. Theyre non-abrasive, too. 
There’s no holdover of metal chips or other infec- 
tious material that may cause dermatitis and loss of 
man hours. Type 1300 Kimwipes are absolutely clean 
to start with, and are disposed of after use. Ask your 
salesman for samples. And remember, there are two 
other kinds of Kimwipes you can choose from: Type 
900-S (optical wipers) and Type 900-L (regular 


wipers). Save money. Order today! 





Kimberly Clark 


Kimwipeo & 


Kimberly-Clark Corporation * Neenah, Wisconsin 
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just a few of the new | 
Em. youll 


SAFETY SHOE COMPANY 


Come see 
) many more! 


LFHIGH 


“w . 


ae SS OO 


SAFETY SHOE COMPANY 
NATIONAL SAFETY CONGRESS, CHICAGO 


NEW! WINTER-PAC—No more fro- . NEW! CUSHIONED-INNER MOCCASIN—a hand- NEW! RESISTS CHEMICALS— 
zen feet from working in icy-slush or | some new moccasin oxford in today’s popular lighter tan Many common chemicals “eat” ordi- 
mud! This 12” pac is built with a thick, | —with the foam-cushioned innersole that helps to reduce nary shoe leather and rubber. This shoe 
wool-fleece interlining up to the ankle job-fatigue. Non-marking, oil-resistant sole and heel. As resists chemical dust, fumes and splat- 
seam, to keep cold out, body heat in. ° smart for leisure wear as it is safe on the job: ters that make others rot and crumble. 
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Safety shoe ideas 
find at Booth 8/7 


NEW! THERMAliner —thke entire upper is padded with a layer 
of foamed vinyl, sandwiched in leather, that effectively insulates the 
foot against foundry heat or sub-zero cold. Insulation will not absorb 


moisture, perspiration, oil or odors. Also in 8-inch boot shoe style. 


NEW! FOR WOMEN IN WHITE —an especially attractive and 
comfortable oxford in smooth white leather, with smart white Neolite 
crepe wedgie sole (NO heel to catch on steps and ledges). Your 


women employees will wear it for bowling and sportswear, too! 








NEW! EASY OUT when hot stuff splatters! Top quality foundry NEW! GUIDE STEP—black calf U-Wing style built over the amaz- 
boot with mahogany eskimo calf upper—new high-heat resistant 
neoprene composition sole and heel—dacron-stitched throughout. 


Designed to give long, safe wear under gruelling hot-mill conditions. 


ing new Lehigh last that is Contour-Measured to fit better at 19 
points instead of the usual 4! Designed expressly for the man who 
“can’t wear” safety shoes, but more comfortable for most feet. 


Circle No. 19 on reader service card for more information 
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now SAFE first aid kits 
with ROUND safety corners 


Another Mico first’ 


Round corners are safe corners! That’s 
why MSco now brings you unit first aid 
kits with new smooth contours throughout. 

No sharp edges or ends . . . nothing to cut, 
dig, or scratch. This exc/usive MSco 

design is especially advantageous when a 
kit is carried on mobile equipment. In 
case of accident there are no sharp parts 
to cut, whether a person is thrown against 
the kit or is struck by it as it flies 

through the air because of impact. And 
this kit is far safer when being carried by 
a “first aider,” too. This MSco advance 

is just one of the many that have been 
introduced over recent years—to give 

you and your personnel the very dest in 
unit first aid. Ask your distributor 

tor complete details. 


plus cellophane-wrapped 
units in matching color 








Cellophane wrapping by MSco eliminates 
replacement of infrequently used units . . . makes 
units tamperproof, guards against pilferage .. . cuts 
inspection time 75%. . . gives continuous 
protection to every unit... builds extra confidence 
among your personnel. Units color matched to 

the new round-cornered kits—highly visible, 

extra legible buckskin tan with forest bronze. 

Ask your distributor for details. 





INSPECT THE 

NEW ROUND 
CORNERED KITS 
AND WRAPPED 
UNITS AT THE 
SAFETY CONGRESS 
BOOTH 138 


Medical Supply Company 


ROCKFORD, ILLINOIS * IN CANADA, IT’S SAFETY SUPPLY CO. 


Circle No. 20 on reader service card for more information. 
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Scaffolding Cuts 
90% On Cleveland 
Job 


Adaptable to the needs 
of many industrial plants 
is the scheme worked out 
by William MacDonald, 
Cleveland, Ohio, masonry 
contractor, to replace 12,- 
000 bricks high up in the 
Hanna Building Annex. 

The scaffold was hung 
over the building parapet, 
rather than built up nine 
stories from street level. 
MacDonald said the idea 
saved $1,500 and eliminat- 
ed 90% of the scaffolding 
usually required for such a 
job. 

Building mortar had 
broken until the parapet 
leaned inward. The steel 
scaffolding was built in 
the form of a 21 x 14-foot 
tower, with 22-foot outrig- 
gers. 

Ladder frames were 
hung from the outriggers. 
The frames were planked, 
and the whole hanging 
portion of the scaffold was 
enclosed with chicken wire 
for safety. A counterbal- 
ance of 4,000 pounds of 
sand was put on the scaf- 
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BUSINESS FILM INFORMATION 
BUREAU ESTABLISHED TO 
HELP PLAN INDUSTRIAL 


Photo from Waco Mfg. Co. 


SUSPENDED SCAFFOLD- 
ING saved $1,500 on re- 
modeling of Hanna Build- 
ing Annex, Cleveland. 


fold on the roof, 15 feet 
back from the parapet. 

The entire unit was ar- 
ranged so that it could be 
rolled on casters over 
boards laid on the roof. 

MacDonald declared that 
the scaffolding not only 
made a_ substantial cost 
saving, but produced an 
even more substantial sav- 
ing in the amount of 
equipment needed on the 
job. At the same time, 
complete safety was as- 
sured. 





Navy Symposium 
Scheduled 


The Bureau of Yards 
and Docks, United States 
Navy, will sponsor a sym- 
posium on fire extinguish- 
ment November 16-18. The 
meeting will be held at 
the Naval Civil Engineer- 
ing Research and Evalua- 
tion Laboratory, Port Hu- 
eneme, California. 

Emphasis in the program 
will be on military oper- 
ations, but material will 
be adaptable to general 
industrial problems. 

Representatives of the 
military services, research 
centers, professional safe- 
ty men, and manufacturers 
of fire-fighting equipment 
are invited to attend. 
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Seal of Approval 
Proposed 


At the annual 
tion of the Industrial 
Housekeeping Safety 
Guild, Inc., to be held at 
the Ambassador Hotel, At 
lantic City, November 7- 
11, a special session will 
be devoted to discussion 
of a proposed “seal of ap- 
proval.” 

Basic idea of the seal is 
to provide manufacturers 
of approved products in 
the sanitary supply indus- 
try with evidence of the 
Guild’s recommendation. 

In addition to the regu- 
lar program, the meeting 
will include. exhibits by 
some 150 manufacturers 
and distributors. 


conven- 


MOVIES 


Establishment of the 


Business 








Film Information 


Bureau, with headquarters at 6507 DeLongpre Avenue, 
Hollywood 28, California, makes it possible for safety 
men and top management to have expert advice with- 
out cost on the planning and production of 16 mm. 


motion pictures. 


The Bureau is a non-profit organization. 


Advice will be 


given on special problems by the top craftsmen in the indus- 
trial movie field. No fee is charged. 





New Material 
Developed For 
Fire Fighters 


From the International 
Labor Organization, Gen- 
eva, Switzerland, comes 
word of this new material 
available for industrial 
fire fighters. 


Made of thin cotton, the 
fabric, is coated with alum 
inum foil to reflect heat. 
Tests made by the Occu- 
pational Safety and Health 
Division of the I.L.O. 
dicate the material pro- 
vides excellent shielding 
against high temperatures. 
It is flexible and light in 


in- 





weight. 


Information on all phas- 
es of 16 mm. motion pic- 
ture production will be 
made available to any 
business man _ who is 
thinking about using mov- 
ies in his company pro- 
gram. Such _ information 
will cover the whole field 
of cost estimates, planning 
and preparation, writing 
of scripts, selection of a 
producing company or of an 
independent cameraman, 
cutting, editing, titling, 
sound recording, printing, 
and color duplicating. 

Special effort will be 
made to keep advice on 
the non -_ professional 
plane, so that laymen can 
easily understand the sug- 
gested solutions to their 
problems. 

First in a series of in- 
formational booklets plan- 
ned for free distribution 
by the Bureau is “Proven 
Formulas For Low-Cost 
Business Films.” It is al- 
ready available from Bu- 
reau offices. 








Scourge... 

S. L. Hooper, a founder 
of the National Noise 
Abatement Council, told 
the Menlo Park, Califor- 
nia, Rotary Club that “ear- 
shattering noise is one of 
the scourges of the twen- 
tieth century. Noise brings 
fatigue, impaired hearing, 
neuroses, decreased effi- 
ciency, and emotional dis- 
turbances.” 
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INSPECTED 


TYPE EX POWER-OPERATED 


INDUSTRIAL TRUCK 


FOR HAZARDOUS LOCATION 
CLASS 1 GROUP D No. 101 


Designed not only for safety 
but also economy... . 


CLARK’s new 





EXPLOSION-PROOF 








Carloader 


Clark’s electric Explosion-Proof Carloader was specifically 
designed to meet the rigid requirements of Underwriters’ 
Laboratories, Inc. It was the first lift truck to receive Type EX, 
Class I Group D approval. It is safe for operation in atmos- 
pheres containing explosive fumes and vapors, such as gaso- 
line, lacquer, propane. 

This truck was not merely modified to meet these rigid require- 
ments—it was engineered from the ground up. Although rated 
at 3, 4, or 5000 lbs. capacity, its frame is all-welded, integral 
unit plate steel comparable to those required for much heavier 
loads. Forks are solid bronze; bumper plates are wooden. In 
addition to Safety, the new Explosion-Proof Carloader provides 
outstanding economy and battery efficiency. Like all Clark 
electrics, it will outperform other comparable equipment — 
work a longer cycle without recharging batteries. 

Call your local Clark dealer (listed in the Yellow Pages) for 
details. Or write us direct. 


Industrial Truck Division CLARK EQUIPMENT COMPANY 


Battle Creek 93, Michigan 


CLARK 


EQUIPMENT 


C) Send details on EX" Carloader 
Name 

Firm Name 

Street 


_Zone _State 


Circle No. 21 on reader service card for more information 





News and Views... 





“NEW TYPE 
OF THINKING 
NEEDED” 


Speaking to the Economic 
Club of Chicago, United 
States Under-Secretary of La- 
bor Arthur Larson declared 
that ‘‘a new type of think- 
ing’’ is needed ‘“‘by everyone 
dealing with either labor re- 
lations or labor legislation."’ 


To illustrate his meaning, Larson 
pointed to provisions now being 
written into labor contracts which 
require additions from employers to 
increase maximum compensation 
payments. 

For example, he said, “in a state 
where the maximum weekly benefit 
is $25 a week (which it still is in 
Illinois for a man without depend- 
ents), the employer may privately 
agree that he will pay $40. Both Gen- 
eral Motors and General Electric 
have such contracts. 

“Usually this supplementation 
came about because someone dis- 
covered that the company’s plan for 
non-industrial disability paid more 
than the state’s compensation plan 
A man who broke his arm in a 
machine found he was getting less 
than a co-employee at home with 
the mumps. 

“T have actually heard of upside- 
down cases in which employees have 
tried to prove that their injury did 
not arise out of and in the course of 
employment, so that they might get 
the higher non-occupational bene- 
nt. 

Larson declared that the present 
public are insufficient, and 
concluded, “I make no secret of my 
feeling that unemployment insur- 
ance, workmen’s compensation, and 
society security should immediately 
be improved, expanded, and per- 
fected.” 


laws 





Underwriters’ Laboratories, Inc. 
announced the opening of its fourth 
testing station at Northbrook, Illin- 
ois. The new building expands U.L. 
testing facilities by about a third. 

This new testing station will be 
used by the Gas and Oil Dept., the 
Burglary Protection Dept., and the 
Sprinkler Division of the Fire Pro- 
tection Dept. 
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KIM no-go ‘ 


TREATED COTTON FABRIC. / 


for welding, scarfing 
and other 


~light-hazard occupations 


KIMBALL introduces KIM NO-GLO — the durable, 
light weight, comfortable, treated cotton fabric 
safety clothing which has no “after-glow’ when 
charred. The impregnation compound is non-soluble 


and everlasting. 


KIM no-glo fills the definite need for cooler, 


more comfortable safety clothing. It’s a valuable addi- 
tion to the KIMBALL line of ALL-WOOL safety cloth- 
ing for serious industrial hazards. KIMBALL SAFETY © 


Vegi 
OTHER KIMBALL SAFETY PRODUCTS... << 
EYE PROTECTION: Spectacle Goggles, Welding Goggles, Composition \N 


Goggles, Sideshields. 




















ANVdWO) S19NOOY 


HAND PROTECTION: GLOVES: Welder’s, Asbestos, Steel Stitched. MITTENS: Welder’s, Asbestos, 
Steel Stitched. 


BODY PROTECTION: CLOTHING: Wool, Flameproofed Cotton. LEGGINS and SPATS: Leather, As- 
bestos, Flameproofed Cotton. APRONS: Leather, Asbestos, Flameproofed Cotton. 











* 
tmbali SAFETY PRODUCTS COMPANY 


9310 Wade Park Avenue ° Cleveland 6, Ohio 


Circle No. 22 on reader service card for more informatior 


OCTOBER, 1954 





transfer 


for MODERN [NOUSTRY 


Tokheim Hand Pumps... depend- 
able bulwark against fire and acci- 
dent from faulty liquid transfer. No 
spilling or splash-over to breed dis- 
aster. No dripping or over-filling, 
no waste. Clean, dry floors. Safer | 





22 different models 


to serve any need 


working conditions. Tokheim all- 
purpose pumps protect employees, 
deliver all the material to the job. 


If your present methods involve 
pouring, drawing, siphoning or 
spigoting, you need Tokheim Hand 
Pumps, shortest route to safe liquid 
handling ...and often, to lower in- 
surance rates also. 


Double-Action Pumping 


Pumps take hose, spout and other 
interchangeable accessories. Deliver 


up to 20 gallons a minute operating 
on both forward and backward & | Pumps petroleum and 
strokes. Stainless steel and Permo- - ee 
lited components withstand years ~~ 


of service. Thousands in use today 
in industry everywhere. 


* 


Call your dealer, your 
Tokheim representative, 
or write factory direct 
for literature. 


JOKHEIM 


HAND PUMPS 


General Products Division 


TOKHEIM CORPORATION 
Designers and Builders of Superior Equipment 
1682Wabash Ave. Since 1901 Fort Wayne 1, Ind. 
Factory Branch: 1309 Howard Street, San Francisco 3, California 
Canadian Distributor: H. Reeder, 205 Yonge Street, Toronto, Ont. 
Gasoline Pumps and Accessories e Air and Liquid Dispensers e Specially Engineered Products 


Circle No. 23 on reader service card for more information. 





News and Views. 


Seven Years Without A 
Lost-Time Accident! 





The warehouse and shipping de- 
partment, Curtis Bay Works, Davi- 
son Chemical Company, Baltimore, 
recently completed its seventh full 
year without a lost-time accident. 

The record represented a total of 
361,370 man-hours. 

According to Lumbermen’s Mu- 
tual Insurance Company, the hand- 
ling of materials, for which the 
warehouse and shipping department 
is responsible, in most plants pro- 
duces one in every three industrial 
accidents. 





Mary Donlon says: 

New York State employers were ac- 
cused of concerted efforts to curtail 
benefits of workmen’s compensation, by 
Miss Mary Donlon, peppery chairman of 
the State’s Compensation Board. 

In a speech before the New York 
State Federation of Labor, Miss Donlon 
warned that employers were trying to 
reduce schedule losses in occupational 
diseases, extend settlement time, limit 
by legislature the time within which 
claims can be reopened, restrict right of 
injured employees to choose their own 
physician and generally attack liberal 
philosophy of workmen's compensation 
in New York State. 

She called upon organized labor to 
recognize and combat these influences. 





Vision Needs More Atten- 
tion, Says Optical Expert 
To Safety Men 


National averages, based on tests of 
12,000,000 workers during 1943 to 
1953, indicate that about 40% of all 
employees have vision too poor for safe 
and efficient work, even though they 
may wear glasses. 

Commenting on these figures, 
Robert J. O’Shea of the occupational 
vision department, Bausch & Lomb 
Optical Company, said recently that 
safety men are apt to think “I didn’t 
see it!” is merely an excuse, since it 
is heard so often. 

O’Shea listed these profitable re- 
sults as stemming from a strong 
company vision program: improved 
quantity and quality of production; 
less waste; few accidents; lower 
training costs; less absenteeism; bet- 
ter handling of job placement of 
applicants; less labor turnover. 
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oduoncFEATEWEEN 
NG SHIELDS ....... Safety 


BUILT FOR 


cellulose acetate 
headgears are light- 

re to insure permanent 

, rust-proof metal channel. 


pad and eye protection— 


3839 WABASH AVENUE 
DEtHwtt. 6, MICH. 
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There's a big difference 


oor absorbents 


m 


e’s proof in a report 
sii AH Rice Master Mechanic 
in a leading Si 
rubber and tire compaily. 


you r 


stnessing 4 
After t wi tration, 


emons 
ges an 0" to use 
Eagle-P oe 
Industrial Floor be 
Ther results have be 
highly: satisfactory: 
——— 


+ —— 


You, too, can witness the difference in floor absorbents! With his 
portable laboratory, your Eagle-Picher man will analyze your floor 
absorbent right in your office. You may actually conduct the test 


yourself! Without obligation, of course. 


Here’s what the test shows— 
@ The amount of oil and water absorbed for given bulk. 
@ The cost of your absorbent in terms of absorption and coverage. 
e@ The amount of coverage you're getting. 
@ The benefits of your absorbent in terms 
of safety and reflective ability. 


You'll see that Eagle-Picher Floor-Dry is 
insoluble, chemically inert and non-com- 
bustible . . . that it combines light weight 
for exceptional coverage with light color 
for brighter, safer working areas. Write 
today for the full story. 


EAGLE - 
PICHER 





EAGLE-PICHER INDUSTRIAL 
FLOOR-DRY No. 85 


EAGLE 








Since 1843 


THE EAGLE-PICHER COMPANY 


General offices: Cincinnati (1), Ohio 


PICHER 


Circle No. 25 on reader service card for more information 





News and Views. 


Publicity In Company 
Newspaper 

Regardless of what you may want 
to promote, publicity in magazines 
and newspapers is one of the best 
ways to do it. Safety engineers at 
GE’s Pittsfield plant realize that ac- 
cident prevention is no exception. 

Every issue of the WORKS NEWS 
carries a story or two on safety. 
These articles emphasize unsafe 
practices and feature photographs 
taken by safety men showing right 
and wrong way to do a task. When 
an employee is saved from a serious 
accident by wearing safety glasses 
or shoes, it always makes front page 
of company paper. 

Trying to build an outstanding 
accident-free record for your plant? 
Remember, the editor of your com- 
pany newspaper can be your best 
friend. 








99 Items On 
Rescue Truck 


Photo from Mine Safety 
Appliances. 


Especially designed to help 
remove trapped victims from 
collapsed buildings, this Civil 
Defense rescue service truck 
carries 99 kinds of equip- 
ment. Jim Caldwell, West- 
moreland County, Pennsyl- 
vania, fire chief, explains the 
truck’s oxygen breathing ap- 
paratus to Shirley McGinnis, 
Westinghouse Electric 
pany employee. 


Com- 





EATING AND SMOKING IN COMFORT- 
ABLE SURROUNDINGS is becoming a 
reality for employees of B. F. Good- 
rich Co., Akron, Ohio. The company 
is building forty conveniently lo- 
cated lunch rooms throughout the 
plant. Each room is designed to suit 
its particular location, accommodate 
the number of employees working 
there. Conditions of working area 
such as noise and dust are taken 
into consideration in room design. 
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FOR INDUSTRIAL 
ACCIDENT 
PREVENTION 


ome” 


THINEA 
ACCIDENTS 
a Fe 

00 Nor AVOIDABLE 

Swirp Uy FORGET THE ALIBI 

maze a 
AFIRE TO-DAY ~*~ 
NO vos . 


TO-MORROW ~~ 


= WaTc : eh Ba, . 


aed ane Your HAzAROS / \ 
— , 


CARELESS 


HOW ABOUT YOU’ | 


CAUTION 


— NO — 

WOKING Most people sometimes forget—and it's a 
dangerous oversight to forget Safety. ‘'l for- 
got"’ is an all too common alibi for an 
accident. 


STONEHOUSE SIGNS 


To help workers remember, post Stonehouse The tendency to forget should not be over- 
Safety Slogans and Reminders signs. Just the looked— it's serious. Teach your workers to 
few words on any of them help to promote cultivate the practice of safety’ by reminding 
safety. them to remember its blessings. 

















Have you our Catalog? 64 pages, in full color. It's free on request. 


Yop SIGNS, inc. MANUFACTURERS © Stonehouse Bldg., 9th at Larimer 


"Signs Since 1863” Denver 4, Colorado 


“ > Tee 9 Joity we CuU ee 
STILE | d\ fae < Ruse; ea, O08 10 
wh NOK REIN ZR ar ee Sm a . 
ACCIDENT PREVENTION *02@G€ SIGNS IN STANDARD COLORS AND DESIGNS 
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@niv@ne PAIR TO A CUSTOMER 


a, | am ed he) oe (01 8) WORKMEN IN-{3 
ee a 
MosT | - 

PRECIOUS 
ppele) B— 


SAFEGUARD THEM BETTER — AND SAVE MONEY TOO 


(American industry’s swing to MAGIC LENS TISSUE 

(Silicone treated) is one of the greatest success stories 

of the Safety field. Each sheet is over 50% larger than 
usual, and has twice the tearing strength. Yet MAGIC costs 
you less. $8.40 per Carton (6 refills per carton). The compact 
Dispenser is only $2.50. 


And here is the MAGIC HEAVY-DUTY Cleaning 
2) Station for heavy-grit areas or where ANTI-FOG pro- 

tection is necessary—on plastic or any eyewear. 
\lodern science’s finest cleaning and anti-fogging fluid. Pres- 
sure-packed. About 1,400 applications per can. Each 12-o0z. 
can contains twice as much as old-fashioned 6-0z. bottles, 
and pressure packing makes it go twice as far. So, 1 MAGIC 
CAN EQUALS 4 SUCH BOTTLES. That is the first saving. 

No pump. Nothing to refill and priced at only $12.50 per 
carton of twelve 12-oz. cans. 

Indestructible steel Dispenser locks can in place. No pil- 
ferage possible. This superior cabinet costs only $5.95. Re- 
leaseseach sheet only 1-by-l,not in bunches, reduces waste. 

The paper, not silicone-treated, is a superb, super-strong. 
wet-strength tissue. Naturally, no scratching on plastics, and 
sacs | no lint. Instead of a few sheets in little boxes, Heavy Duty 
ant | earton contains 18 giant refills (each refill has 760 jumbo-size 
——— interfolded sheets 8” x 434’’) at only $11.60 per carton. 

Ask to exchange MAGIC for your old cleaning stations 
FREE, or order anew—now! 





| 
| 


i 
| 
1 
} 
| 





FREE BOOKLET. The informative story of sight and eye safety is told in 
our Booklet ‘ONLY ONE PAIR TO A CUSTOMER." Safety men tell us they 
find it invaluable. Write for this booklet today. 


MAGIC IS A TRADE-MARK OF THE SILICONE PAPER COMPANY OF AMERICA. INC 


F | | 
QQgli~ BOTH BEST. FOR YOU 


TM REG U.S. PAT. OFF 
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AFTER A HEART ATTACK... 


Glenn Drake slowly walked down three steps 
from the office entrance of Morton Manufactur- 
ing Company. When he reached the sidewalk, 
he hesitated, looked both ways, then turned to 
the right. To Drake it made little difference 
where he walked, just so he didn’t get home too 
soon. He needed time to think. 

“It’s hard to believe that today they can’t find 
a job I can do,” he mused, “even though the pres- 
ident of the company said they hated to lose me. 
Three months ago I was top man in the pattern- 
making department. I guess it has to be whole 
heart—or nothing.” 

Drake’s trouble started with a heart attack— 
coronary thrombosis is what the doctors called it. 
It happened suddenly one evening. The first 
month was spent in a hospital, where he nursed a 
single ambition—to live. For when you are only 
39 you have a lot of unfinished business in life. 

The hospital siege was followed by two 
months at home, during which Drake did nothing 
but rest and worry. Somewhere, he had heard or 
read the expression “heart cripple”; and the 
phrase with all the implications of dependency 
periodically would tumble him into despair. 

With two kids in high school and a mortgage 
on your home, a fellow needs a regular pay 





WHAT? 


check. Sure, Jane, Drake’s wife, tried to help. 
She took a waitress job in a downtown restaur- 
ant—even tried to make her husband believe 
she liked it. But her small pay couldn’t keep 
pace with the bills. They kept piling up higher 
and higher. 

So Drake was a happy man yesterday when 
his physician told him he could work again if he 
“took it easy.” 

“Damn old man Morton,” muttered Drake as 
he consciously slowed his stride in deference to 
his heart. “Said he was sorry, but there weren’t 
any light jobs in a company as small as his, less 
it would be his own. 

“Morton needs good pattern makers, and I 
even offered to tackle my old job. But Doc’s note 
to the company blocked that. Funny, but it was 
the same note that Jane and I this morning jok- 
ingly called my prescription to work. 

“Tt said, ‘Give this man a light job.’ But, hell, 
how light is light?” 


Costly Drain 
On Industrial Talent 


Unfortunately, Drake is not the only person 
with this problem. 


Continued on page 91 








This study of what is being done to re-establish the employee 


with heart trouble in industry, to the direct benefit of everyone 


involved, is a follow-up to our May feature: “Do You Have 


Heart Trouble?’’ 





With the simplest of precautions there’s 


HEAVY PROTECTIVE CLOTHING is issued to workers who 
must pickle beryllium alloys in nitric acid baths. 


No Danger In Beryllium 


There’s been a lot of tumult 
and shouting about the things 
that happened to people who 
worked with beryllium. Much 
of it was justified because the 
metal was comparatively new 
to industry. 

During World War II, beryl- 
lium sprang into tremendous 
popularity since it could be 
united with copper, nickel, and 
aluminum to make exceedingly 
useful alloys. In addition, since 
it offered small resistance to 
the passage of X-rays, it has 
been used extensively to make 
windows for X-ray equipment. 

It has gone into ceramics 
manufacturing, where it has 
appeared in refractories of 
various kinds. 

In short, a good many plants 
have been interested in beryl- 
lium in the past; and a good 
many more are becoming in- 
terested now. 


34 


Early researches established 
that “chemical pneumonitis” 
(which to most of us means 
simply a kind of pneumonia) 
appeared among people who 
had to work with beryllium 
compounds in the manufacture 
of fluorescent tubes. 





Absenteeism Due 
To Illness 
Average days 
absent per 
Year employee 
1951 3.95 
1952 4.19 
1953 3.89 
This record of absenteeism 
is below the average for the 
metal-working industry. It 
suggests the over-all ad- 
vantages of the health and 
safety program instituted 
by Beryllium Corporation. 











Other researches pointed to 
cases of dermatitis which evi- 
dently resulted from contact 
with beryllium. 


Prophets Of Gloom 


Some attributed at least one 
type of malignancy (cancer) to 
beryllium. 

All this naturally concerned 
industry. If the use of beryl- 
lium was going to build up oc- 
cupational disease, with conse- 
quent increases in compensa- 
tion costs, then something had 
to be done—even if it meant 
discarding beryllium. 

The Beryllium Corporation, 
Reading, Pennsylvania, which 
refines and processes more 
beryllium by far than any 
other manufacturer, had a 
huge stake in finding out 
whether beryllium and its al- 
loys were as dangerous to work 
with as everyone said. 
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Dr. Joseph Shilen, medical 
director of the Bureau of In- 
dustrial Hygiene, Pennsylvania 
Health Department, was called 
in to cooperate with the cor- 
poration in tracking down the 
physical results of beryllium 
handling. 

Over the last seven years, 
these studies by Shilen and the 
company have moved steadily 
to one conclusion: 

Beryllium can be handled as 
safely as any other useful sub- 
stance. In fact, it can be han- 
dled more safely than many. 


Steady Association 
With A Clean Health 
Record 


Beryllium Corporation work- 
ers must be in contact with 
beryllium in many different 
ways. They sustain cuts from 
beryllium alloy sheets; they 
are in constant need of dealing 
with beryllium salts and with 
beryllium oxide; they melt, 
machine, heat treat, and pickle 
beryllium copper alloys. 

Despite this association with 
beryllium, employees have 
showed such a health record 
that Dr. Shilen has said, “As 
far as we’re concerned” — he 
was speaking for the Bureau of 
Industrial Hygiene—“this is a 
completely safe operation.” 

But Dr. Shilen added a note 
of warning important to safety 
men in plants where beryllium 
is used: “Our objective records 
prove it can be handled with 
harmful effects.” 

In other words, it takes pre- 
cautions to see that it is han- 
dled safely. These precautions 
are what has made the Bery!]- 
lium Corporation record really 
notable. 


How It’s Done 
At The Reading Plant 


To begin, every Beryllium 
Corporation employee is given 
a thorough physical examina- 
tion before he is hired. 

The examination goes much 
farther than the average com- 
pany “physical.” It includes a 
chest X-ray; blood tests; vital 
capacity measuremeit (an ac- 
companying table tells about 
that); checking for hernias and 
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Average Weight 
Change Since 
Employed By 


Department Company 


Machine shop Plus 7 lbs. 
Production Plus 5 lbs 
Metallurgical 

laboratory Plus 3 lbs. 
Analytical 

laboratory Plus 5 Ibs. 
Engineering Plus 11 Ibs. 
Research 

laboratory Plus 2 lbs. 
Hot mill Plus 2 lbs. 
Plant 

protection 
Rod & wire 
Detroit 

furnace Plus 9 lbs. 
Inspection Plus 11 lbs. 
Oxide Plus lbs. 
Shipping Plus lbs. 
Foundry Plus lbs. 
Pickling & 

plating Plus lbs. 
Maintenance Plus Ibs. 
Stores Plus lbs. 
Beryllium 

aluminum Plus Ibs. 
Scrap 

reclamation Plus 10 lbs. 
Master alloy Plus 7 Ibs. 
General mill Plus 17 Ibs. 
Cold mill Plus 6 lbs. 
Sales Plus 6 lbs. 
Average—all 

departments Plus 6 lbs. 


Minus 6 lbs. 
Minus 2 lbs. 


Interpretation: 


breath. 


ally has increased. 





Average Period 
Of Employment Percentage 
In Company 


e “Vital capacity” is breathing capacity as shown by the 
amount of air expelled from the lungs following a deep 


The table shows that, with employees ranging in service 
from 1 month to 18 years (average, 6 years), the safety pro- 
gram of the Beryllium 
enough to prevent radical health changes. Weight gener- 
Vital capacities have stayed in the 
normal range as expressed in percentages 


Average Vital 
Capacity In 


Figures 


7 yr. 7 mo. 89.4% 
4 yr. mo. 101.5% 
6 yr. ; 97.2% 


99.2% 
101.0% 


99.6% 
98.1% 


88.7% 
102.1% 


104.1% 
97.3% 
91.6% 
96.2% 
99.4% 


97.1% 


100.8% 
98.0% 


Corporation has been effective 








other disabilities or deformi- 
ties; a height and weight check; 
and comprehensive tests of 
eyes, ears, nose, and throat. 

In addition to all this, the 
doctor prepares a complete dis- 
ease, allergy, and surgical his- 
tory on each prospective em- 
ployee. 

After employment has been 
confirmed, the worker has a 
conference with the safety en- 
gineer. This is a full-time of- 


ficial who maintains good 
health and safety measures 
throughout the plant; he has 
strict enforcement powers. 
During the conference, the 
new worker gets a complete 
explanation of all the phases of 
the medical and safety pro- 
gram. Special stress is laid on 
his personal responsibility in 
seeing that the program is suc- 
cessful. 
Continued on page 94 
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HELPFUL ADVICE is given by Kenneth Graham, Granite City Steel Company 
safety inspector, to a student at the fire school. A carbon tetrachloride extin- 
guisher is being used on a test fire. 


FIRE SCHOOL CUTS ALARMS 25% 


Not one major fire since holding a four-day fire 
school! 


That’s the record run up by Granite City 
Steel Company, Granite City, Illinois, during the 
last year. 


Steel mills are wide open to fire hazards of 
all kinds. Gasoline, oil, paint, chemicals, metals, 
wood, electrical equipment, gasses—they all are 
used under conditions that make fire a constant 
threat. 


Granite City Steel Company long ago met the 
threat with a fire brigade, fully trained and ade- 
quately equipped. That’s a must for any steel 
plant. 


Management recognized in addition, however, 
that big fires, like mighty oaks, grow from rela- 
tively tiny seeds. Minor blazes left unattended 
for even a few moments can become holocausts 
that close down business for long periods or even 
cause financial ruin. 


POWDER-TYPE extinguisher designed for one-hand 
operation is used in putting out a gasoline fire. Instruc- 
tor watching is Arthur Laswell of the Granite City Steel 
Company fire brigade. 
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FIRE PROTECTION 
FOR INDUSTRY 


Old Stuff 
But Mighty Important 


Old stuff for safety men? To be sure! But it’s 
the kind of old stuff that made Granite City 
management look around for a means to combat 
the dangers surrounding the big hole in fire 
defense: the few minutes between the start of 
the blaze and the arrival of the fire brigade. 


The fire school was the answer. 


It was held last year under the leadership of 
the entire Granite City safety crew and two men 
from the regular brigade. It lasted four days, 
with five classes a day. It trained 350 men. 


Close Schedule 
Followed in Each Class 


The five classes were scheduled at specific 
hours each day: 7:15, 9:15, and 10:45 in the 
morning; 1:30 and 3:45 in the afternoon. 

Attending the classes were all supervisors, 
along with selected hourly workers who might 
encounter fires at one time or another. These 
hourly employees included maintenance men, 
welders, burners, and chippers. 

Between 12 and 20 men made up each class. 
Attendance at one class only was required, since 
each class carried exactly the same instruction as 
all the other classes. 

Every session began with a 15-minute section 
that was split into two parts: brief introductory 
remarks by Safety Director L. C. Parker; an 
explanation of the specialized purposes of the 
seven types of hand fire extinguishers kept in 
the plant. 


A second 15-minute section of each class was 
given over to showing a training film on extingu- 
ishers and their application to particular types 
of fires. 

The final (“and most valuable,” said Safety 
Director Parker) part of the training came in a 
field trip to a plant demonstration area. 


In this area—sufficiently distant from build- 
ings to arouse no fire hazard in the course of 
demonstration—stations were set up to provide 
actual samples of various kinds of fires. The 
small classes were broken into still smaller 
groups which visited first one station, then an- 
other, until each group had used every station. 

Each man who attended the school was given 
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a chance to use all seven available kinds of ex- 
tinguishers in putting out fires. 


Extinguishers 


Handle 90°, Of All Fires 


“Figures we have prove,” Parker says, “that 
men in the plant, using hand extinguishers, are 
able to take care of more than nine out of ten of 
the small fires. The facts indicate, too, that fire- 





SODA-ACID extinguisher is applied to a wood fire while 
William Keys, safety inspector in charze of field train- 
ing, watches the student’s work. 


fighting knowledge among all employees can 
keep small fires from becoming big ones.” 

What Parker means is suggested by the fact 
that before the 1953 school the Granite City fire 
brigade was called out on an average of four 
times a month, while after the school the brigade 
received an average of only three calls a month— 
a clear reduction of 25° 

Efficient use of fire extinguishers showed up 
in other ways, besides. Before the school was 
held, 157 extinguishers had to be refilled in a 
normal month. After the school, this number 
dropped to 94, a reduction of 40%. 

Parker attributes these changes almost en- 
tirely to the four-day training program. Better 
knowledge of hand extinguishers and how to 
use them, he feels, enables plant workmen to put 
out small fires with fewer extinguishers than 
have been used previously for the same work. 


Continued on page 90 
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High Shoe (4111). Plain-toed shoe in supple brown leather. Four eyelets, three hooks for 
secure lacing. Leather-lined, steel toe cap. Oil-resistant Neoprene Tri-Vac sole and heel. 


Low Oxford (4381). Plain-toed blucher of warm, red-brown leather. Winguard 400 leather- 
lined steel toe cap. Oil-resistant Neoprene Tri-Vac sole and heel with slip-proof vacuum cups. 


Circle No. 28 on reader service card for more information 
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New Thom McAn Safety Shoes 


now feature the sensational 
ARMED FORCES’ TRI-VAC SOLE 


- 
"em eee rn eee 


Only recently released for civilian use, this patented, skid-proof, vacuum- 
grip sole joins the ranks of Thom McAn’s major safety-shoe innovations 


ow Thom McAn brings you the revolutionary 
N sole which the U.S. Navy developed for heavy- 
duty on decks of air-craft carriers. It really holds 
the ground on surfaces that are wet, oily, or dan- 
gerously icy. And because these soles are made of 
Neoprene, they can take it long and hard around 
acids, chemicals, oil and gas. 

Thom McAn was the first major company to in- 
troduce this latest advance in safety shoe design. 
We are now making and selling more shoes with 
the Tri-Vac sole than anyone else in the field. 

Thom McAn Tri-Vacs mean increased safety in 
your plant for three reasons. 1. Multiple soft ribs 
insure squeegee-like brake action. 2. Vacuum suc- 
tion-gripping is increased by the cup-inside-cup 


construction. 3. Countersunk channels around each 
cup trap liquids at point of contact, produce drier, 
safer tread. 

With these new Thom McAns you get the extra 
advantage of the Tri-Vac sole at a price equal to 
or lower than that of most ordinary safety shoes. 


SOLD TWO WAYS 


1. At Thom McAn stores. 2. Direct to your plant. 
Send today for full details of our plant-sale plan 
and Thom McAn’s 4-way employee purchase plan 
—plus descriptions of the Thom McAn Safety Shoe 
line. Write: Thom McAn Safety Division, 25 West 
43rd Street, New York 36, N. Y. 


VISIT THOM McAN: Booth #118 at this year’s National Safety Council Meeting, Chicago, Oct. 8-22 








MncAn 


SAFETY SHOES 


A DIVISION OF MELVILLE SHOE CORPORATION 








Circle No. 28 on reader service card for more information 
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Author Boyd H. 
Work is staff assist- 
ant to the vice 
president, bonded 
products and grain 
division, Carbor- 
undum Company. 
He is considered 
one of the leading 
authorities on a- 
brasives, grinding 
wheels, and grind- 
ing practice. 





There’s an American Standard Safety Code: 
“The Use, Care, and Protection of Abrasive 
Wheels.” It’s chiefly the product of three 
sources: 

1. Grinding wheel manufacturers. 

2. Grinding machine tool builders. 

3. User groups—meaning industrial consum- 
ers, insurance underwriters, state and national 
safety commissions, safety engineers, labor or- 
ganizations, and the like. 

The manufacturer first: It is his responsibility 
to produce abrasive wheels with the greatest pos- 
sible strength. He must try always to improve 
this strength, to test for reasonable safety fac- 
tors, to provide for greater efficiency under 
proper operation. He must package his wheels so 
that they reach the consumer’s plant in good 
condition. 

The grinding machine tool builder second: 
His problem is to design equipment that will 
operate successfully within safe speed limits. He 
must supply protective devices such as hoods and 
guards which will contribute to the safe opera- 
tion of the wheels. 

Finally, the user: As soon as abrasive wheels 
are delivered to him, he should examine them 
carefully to be sure no damage has been done to 
them in transit. His storage and handling meth- 
ods must conform to safety code standards. He 
must see that the grinding machine tool builder’s 
recommendations are followed, and that all safe- 
ty devices are in place and working. 

What’s more, the user must make sure that 
grinding machine speeds tally with the speeds 
shown on the wheels. He must teach workers to 
use all safety devices correctly and constantly, 
and must familiarize them with the limits of the 
wheels with which they work. 

The code of the American Standards Associ- 
ation, the catalogs of abrasive wheel manufac- 
turers, and the safety codes of some states pro- 
vide basic data on safety practices and proper 
uses of grinding wheels. 
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The Use and Care 


By Boyd 


Any grinding wheel is made up of specific 
types and sizes of abrasive grains, which are held 
in a bonding material. Strength of the wheel is 
determined by the relationship between its size 
and shape, and by the amount of cohesion set up 
by its grain-bond-space relationship. 

(This grain-bond-space relationship, of course, 
is in its turn determined by three factors: the 
type and size of the abrasive, the kind of bonding 
material, and the space allowed between grains.) 

Grinding wheels are manufactured in three 
strengths: high, medium, low. Strength must 
vary in accordance with working stresses if the 
best grinding results are to be reached. Also, 
wheels must vary in size and shape to do differ- 
ent kinds of grinding. 

A change in any of the factors mentioned— 
size, shape, grain, bond, space between grains— 
means a change in the strength of the wheel. 

As an obvious example, a wheel with a small 
hole is stronger than a wheel with a large hole, 
assuming that otherwise the two wheels are 
alike. 

Thick and thin wheels may show the same 
general strength. They may show no great dif- 
ference in bursting speed. Yet, under side work- 
ing pressures—forces applied parallel to the 
wheel rather than perpendicularly or radially— 
the thick wheel will be the stronger and safer of 
the two. 
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of Grinding Wheels 


H. Work 


Other changes, less apparent, can be made in 
strength by changing the type or size of the 
grain, the type of the bonding material, or the 
basic structure of the wheel. A fine grit usually 
makes a stronger whee! than a coarse grit, if 
other factors are equal. A dense structure is us- 
ually stronger than an open one. One bonding 
material will be stronger than another. 





ise —a| 
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Considering only minimum rather than maxi- 
mum possibilities, grinding wheel manufacture 
involves these factors: 

e Two basic grain types—silicon carbide and 
fused aluminum oxide. 

e About 20 different grain sizes. 

e About the same number of grades (hard to 
soft; strong to weak). 

e Three different wheel structures. 

e Five kinds of bonding materials—ceramic 
or vitrified, resinoid (synthetic resins), rubber, 
shellac, and silicate. 

If all these were made in all possible combin- 
ations—which is not the case—there would be 
12,000 distinctly different abrasive articles, with- 
out regard to any variations in wheel size and 
shape. Every combination of these articles would 
have different strength characteristics in rela- 
tion to the operating stresses involved in any 
particular grinding operation. 

Only the grinding wheel manufacturer can be 
really familiar with all these various factors and 
relationships. 

This points, of course, to the need for close 
cooperation among the wheel manufacturer, the 
grinding machine tool builder, and the machine 
tool user. Maximum safety in actual work with 
the grinding wheel can be attained solely by such 
cooperation. 


Strength Can 
Create Hazards 


However, it is not enough to consider strength 
characteristics without relating them to the 
operating stresses and other conditions which 


Continued on page 86 


WHEN HOLE size per- 
mits, slip a finger 
through the center of a 
newly delivered grinding 
wheel. Tap it gently 
with some light instru- 
ment or (for very large 
wheels) a wooden mallet. 
If a clear ring is not pro- 
duced, the wheel should 
be examined for cracks, 





STORAGE ROOM safety helps prevent wheel breakage 
at the machine. Wheels should be stored in racks under 
the supervision of one who has been trained in the care 
and handling of abrasive wheels. 
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HOW A. S. A. AND STATE SAFETY CODES C 
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AMERICAN STANDARD SAFETY 
CODE POR THE USE, CARE AND 
OF ABRASIVE WHEELS 
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OMPARE ON GRINDING WHEEL OPERATION 


GENERAL OPERATING RULES 


Sectson 11 


SIDE GP.INDING 
LUBRICATION 


UNIPORMITY OF DIAMETER 
TAPERED PROTECTION PLANGES 
REPAIRS AND MAINTENANCE 
SURFACE CONDITION 
INSPECTION AFTER BAEALAGE 
STARTING NEW WHEELS 

WET GRINDING WHEELS 
OResrR CUARDS 

GRINDING ROOM 

CHECK POR WEAR 


1” 
10 
un 
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STATE 


ALABAMA 
ARIZONA 
ARKANSAS 
CALIPORNIA 
COLOR ADO 
CONNECTICUT 
DELAWARE 
PLORIDA 
GRORGIA 
IDAHO 
ILLINOIS 
INDIANA 
IOWA 
KANSAS 
KENTUCKY 
LOUISIANA 
MAINE 
MARYLAND 
MASSACHUSETTS 
MICHIGAN 
MINNESOTA 
MISSISSIPPI 


NEBRASKA 
NEVADA 

NEW HAMPSHIRE 
NEW JERSEY 

NEW MEXICO 
NEW YORK 
NORTH CAROLINA 
NORTH DAKOTA 
OHIO 

OKLAHOMA 
OREGON 
PENNSYLVANIA 
RHODE ISLAND 
SOUTH CAROLINA 


ees. | More restrictive than ASA Standard = No code or standard 
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How To Cut Hazards Of 


HANDLING MAGNESIUM 


It explodes — it burns —it can cause metal 


fume fever. But its hazards can be cut down. 


The American Medical Association received a 
bitter complaint from a group of printers last 
spring about the magnesium dust they some- 
times had to breathe. 

The Association officially soothed their feel- 
ings by saying that breathing in magnesium dust 
isn’t known to be harmful, although it may be 
a terrible nuisance. 

But the Association put out a warning: In 
any trade which demands the melting of magne- 
sium, inhaling the fumes may lead to metal fume 
fever. 

The complaint from printers added merely an 
extra touch to the safety problems connected 
with use of magnesium in industry. 


Photo courtesy of McCulloch Motors Corp 


That the element explodes readily and burns 
fiercely has been known for a long time. This 
particular combination of hazards exists chiefly 
when the magnesium has been finely divided 
into shavings or dust. 

Finally, there’s the possibility of gas gang- 
rene. A bit of magnesium embedded in the skin 
can quickly result in open sores which may last 
for months. 

That good plant housekeeping is important in 
all industrial operations and in all safety pro- 
grams is too obvious to need comment. 


Housekeeping Solves 
Many Dangers 


In Los Angeles, however, McCulloch Motors 
Corporation, which has a tremendous magnesium 
die casting operation, has turned to housekeeping 
to solve the dangers which normally go along 
with processing and storing the metal and its 
alloys. 

McCulloch always had used maintenance men 
to keep the plant constantly clean. Cost account- 
ing and time-and-motion studies brought out that 
it was more expensive to pay the janitors than it 
was to let machinists do their own sweeping 
during a 10-minute clean-up period at the end 
of each shift. 

So that’s what was done. Machinists sweep 
shavings and other litter into the aisles at the 
close of each shift. Maintenance men then clean 
the aisles. And the company has saved itself a 
wad of money while at the same time guarding 
against fire and explosion. 

A covered steel barrel color coded for magne- 
sium is placed in each department which pro- 
cesses or stores magnesium parts. The metal 


Continued on page 85 


MAGNESIUM SCRAP from lathes and die casting is 
first dumped in steel barrels, later into larger bins for 
transport to salvage trucks. 
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LESS 
SKIN CLEANSER 


You'd recognize many of them “right off the bat”—leading indus- 
trial plants that have tested, proved, ordered and reordered 


increasing quantities of SBS-30 Waterless Skin Cleanser. 


Today, as you read this, more than 2000 plants are saving work- 
ers productive time . . . licking seemingly impossible skin cleansing 
problems . . . and vastly improving employee relations through: 


the magic of SBS-30 Waterless Skin Cleanser. 


The use of SBS-30 in our new Waterless Washstations provides 
cleansing facilities that require no plumbing . . . use no water. . . 
are 100% portable actually “bring the washroom to the 
worker” . . . and lick almost every conceivable skin cleansing 
problem existing in industry! You owe yourself the facts . : . mail 


the coupon below for completely descriptive literature. 


. ‘ BS-—"“The Washword of Industry” 


oe > . . ° * 7 ° ° - oo 


Sugar Beet Products Company, Saginaw 21, Michigan 


Rush literature on SBS-30 Waterless Skin Cleanser and Washstations: 


Title 


Compan 


y —_—_—__ 
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By Dr.William A. Sawyer 








Machinists cannot work without cutting oils, cut- 
ting compounds, and lubricants. It is necessary 
to keep cutting edges cool and lubricated; also, to 
prevent rust. 

Usually a stream of the cutting compound 
flows continuously upon the metal. This causes 
splashing of the oil. It is impossible for the 
worker to avoid getting oil on his skin. 

In heavy cutting and grinding conducted at 
high speed, an oily mist fills the air. This settles 
on the face and neck. 

Here are a few facts about cutting oils: 

The oils may come from animal, vegetable, or 
mineral sources. They are mixed in various ways 
to make them useful for different purposes. 

For instance, the addition of sulphur and 
chlorine to the animal or vegetable oil increases 
the film strength and prolongs the lubrication of 
the cutting edges. 

The creamy emulsions so often used in cutting 
and grinding are a mixture of mineral oil with 
sulphur and a soapy solution made from either 
vegetable or animal oil. 

Certain chemicals are added to prevent cut- 
ting oils from becoming rancid and also to steril- 
ize the compound. Used oil is reclaimed by ster- 
ilization and filtration. 

This brief description of cutting oils shows 
how many different things in them may cause 
dermatitis. 

It is important for the doctor to know all the 
things in the compound if he is to treat the der- 
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Cutting Oils — 
And Dermatitis 


matitis properly. Some of these have a defatting 
action (removal of natural oil from the skin, re- 
sulting in a dry skin). 

And don’t forget that your dermatitis may be 
aggravated by the way you clean your hands 
after work. 

Fine metal particles in used oil and in cotton 
waste and rags may scratch the skin and open it 
to dermatitis and infection. 


Chloracne Dermatitis 


One kind of dermatitis is known as chloracne. 
If there is a great deal of chlorine in the oil mist 
produced in heavy cutting or grinding operations, 
it will cover the worker with a waxy oil-like 
substance as he stands at his machine, getting on 
his face and clothes. 

The oil soaks through the clothes and produces 
this chloracne (straw-colored cysts of the seba- 
ceous or oil glands) on the thighs, forearms, face, 
neck, behind the ears, and even on the abdomen. 

This is the kind of job which requires clean 
work clothes daily and the use of sleeves and 
aprons that the oil will not penetrate. Showers 
after work should be compulsory if exhaust ven- 
tilation and shields are not sufficient. 

In one factory with many thousands of em- 
ployees, there were 100 cases of chloracne a 
month for six months following a change in the 
brand of cutting oil. 


Continued on page 99 
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_essereptod standard for ladders, Dayton’s are built of selected, tested kiln 
ried Sitka Spruce, Douglas Fir, or West Coast Hemlock. Designed in accord- 


ance with the latest specifications of the ‘American Standards Association 
Safety Code,’ and to meet Underwriters Laboratories Standards for Ladders. 


APPROVED AND LABELED BY 
UNDERWRITERS LABORATORIES 


DAYTON Type A is constructed of tested 
4 airplane spruce, reinforced with rigid 
steel supports for great strength, lightness 
of weight. Handrails of steel guard large 
roomy platform for added safety. These 
famous ladders can be set up instontly, are 
easy to carry and fold compactly for stor- 
ing. Automatic locking feature insures 
safety while ladder is in use. Standard rub- 
ber safety shoes no extra cost. Sizes 3’ to 
12’ to platform. 


DAYTON Fig. 102, a strong ladder for 
general industrial use. 1-5/16" x 2%,” » 
side rails (available 13%" x 314" side rails 
if desired—DAYTON Fig. 100). Three truss 
rods and four dowel braces per section for 
extra safety. Available with spring locks, 
rope and pulley if desired. All hardware 


DAYTON Fig. 200 is a well constructed step is zinc plated. Sizes 16’ to 40% 


ladder built for heavy industrial use to stand 
moximum abuse. Can be supplied with fully 
rodded back for extremely heavy duty jobs. 
Bucket rack optional. All hardware zinc plat- 
ed. Sizes 4‘ to 16’. 








DAYTON Type H, an extremely 
rugged type ladder, designed and 


; . tread 
built to meet the demand for a saperetiernie 
or spiked 
platform ladder with mill wright toe for 
(rung) type back construction. Too! double use. 


shelf on top. Ladder shoes stand- 


ard equipment. Folds absolutely DAYTON Safety Ladder Shoes . . . Special 
flat for easy storage. Features in- suction rubber tread (also in neoprene) really 
clude pinch-proof type spreaders grips. Instantly converted for indoor or out- 
door use. Base: 16-gauge steel. Side plates: 
13-gauge steel. Renewable treads. Lock nuts, 
ware—slip proof treads. Sizes 4’ spring washers assure proper adjustment. 
to 16’ to platform. Zinc plate finish. 


—corrosion resistant zinc hard- 











safety ladder co. 


2339 Gilbert Ave., Cincinnati, Ohio 
In Canada—SAFETY SUPPLY CO., TORONTO 
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A FAMILY PROJECT 


How one company made a long step 


toward accident-free experience 


Keying the industrial safety program to the fam- 
ily, Electro Metallurgical Company has found, 
pays dividends. 

President W. E. Remmers admits that “in no 
sense have we found the answer to the billion- 
dollar question, ‘How do you stop accidents?’ ”— 
but he does feel that his firm has made a mighty 
long step toward accident-free experience. 

For one thing—and it’s an important thing— 
the Electromet educational process in the ways 
of safety never stops. At home and at work, the 
employee is kept constantly thinking about safe- 
ty and its benefits. And his family is persuaded 
to help him think about it. 


One Theme 
At Home—At Work 


To cut down on absenteeism and lost produc- 
tion, Electromet more than a year and a half ago 
adopted one basic theme: “All employees shall 
be trained in safe habits—both on and off the 
job.” 

The program that gave backing to the theme 
started with the mailing of a company letter that 
went to every employee’s family. The letter an- 
nounced that Electromet intended to join plant 
safety with “outside” safety. It sought family 
cooperation in the project. 

A short while later, the company mailed cer- 
tificates of membership in the family participa- 
tion program. With the certificates went safety 
members’ pins and safety pamphlets. It was 
then, too, that the present once-a-month schedule 
for mailing safety literature to employees’ homes 
was established. 

About six months after the program got 
under way, an essay contest was held for em- 
ployees’ children under 15. Safety slogan T- 
shirts were given all participants, who were 
asked to write letters on “What I Did to Prevent 
an Accident in My Home.” 
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TRAFFIC LIGHT is set up at a railroad trestle entrance 
to one plant building. A counterweighted arm and a 
rail clamp operate it. When the rail clamp is removed 
from the arm, the light shows red. The clamp is then 
put on the rail to indicate that tracks are not clear. 
When the clamp is replaced on the arm, the light shows 
green, indicating clear tracks. 


LARGE SEARCHLIGHT is mounted on locomotives and 
cranes. It is used to light up work areas, crane buckets, 
and possible danger zones. It is set on a swivel and con- 
trolled from inside the cab. 


In October, 1953, Electromet staged a fire pre- 
vention contest for the children, too. Cartoon 
books and other promotional helps aimed direct- 
ly at family and child interests were used liber- 
ally to advertise and to support the contest. 


On-the-Job 
Safety Training 


New Electromet employees are given thor- 
ough training in safety rules and methods. That’s 
done in most plants. But Electromet carries the 
training beyond what usually is done. 

e Every beginner in the plant is trained first 
by the personnel department, which briefs him 
in general regulations and practices. 
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Electro Metallurgical Company 
has a three-way safety program: 


1. It aims at the employee. 


2. It aims at the employee’s 
family. 


3. It aims at the whole com- 
munity. 











e Following this early briefing, the em- 
ployee’s supervisor takes him in hand, teaches 
him safe procedures as they relate to the specific 
problems found in his department. 


e Finally, the company pours out a continu- 
ous barrage of safety information which is de- 
livered to the employee’s home. 


A steering committee composed of manage- 
ment executives and headed by M. M. Temple- 
ton, general superintendent, controls the Electro- 
met safety program. William E. Butler, safety 
director, does the administrative job. 


Every month, joint safety committees of the 
main plant and of the company power plant meet 
to talk over what’s new and what should be new. 
Divisional safety meetings are set up on a month- 
ly schedule. Supervisors get together about 
safety every week. 


Naturally, employees are required to wear 
hard hats. A bit more unusual is the fact that 
each man’s hat bears a coler marking to show 
his particular craft. A goggle station is main- 
tained for supplying workers with all necessary 
eye protective equipment. 


The Electromet plant has plenty of hazards. 
It sprawls over 25 acres and has 25 miles of rail- 


METAL LADDER is used on 
slag trucks to give: drivers 
safe footing when they climb 
on the cab protector to han- 
dle jobs. It greatly reduces 
chances for slips and falls. 
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road track. There are 1,300 employees. Manu- 
facturing operations range from indoors to out- 
doors and back again—and every one of these 
operations, as in any plant, has its own peculiar 
dangers. 


Inspection of equipment and machines goes on 
constantly. The safety department has set up 
a safety factor of six (that is, the equipment 
must be able to carry safely six times its rated 
load) for all the numerous cranes. Lifting equip- 
ment is given a routine check at the beginning 
of every shift. 

In addition, a wide variety of special safety 
gadgets has been developed and put into regular 
use. These devices run the gamut from machine 
guards to long tongs which are used by workmen 
to unload dump trucks. 


The Community 
Is Considered, Too 


Employees and their families are not alone in 
being targets for the Electromet safety program. 
The company believes that it is to its own inter- 
est to help improve community health—and so 
improve its workers’ health. 

Consider one example: 


More water is used by the Electromet plant at 
Marietta, Ohio, every day than is used by all the 
rest of the city put together. 


Electromet regards water sanitation, conse- 
quently, as a combination safety and community 
relations problem. 


Two 48-inch water lines pump water into two 
400,000-gallon storage tanks for company opera- 
tions. To permit sludge to settle before water 
flows over into the near by river, the company 
has installed a thickener. 


Continued on page 103 


SAFETY DEVICE installed on doors leading to crane 
runways has a trigger that automatically cuts off power 
to the runway whenever the door handle is pulled. 


CABLE IS STRETCHED across the top of each metal bay 
to enable workmen to pull metal down the bay without 
danger of being caught, as is possible when the job is 
done from the floor. Rings on the cable are attached to 
safety belt. 
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YOU GET COMFORT PLUS 
BETTER EVE PROTECTION 


STAC-VENT 


WATCHEMOKET 
Y de 
& Model 440SV 
For heavy impact, supplied with .125" thick, 
optically perfect methacrylate lens. 
eye 
SAVERS 


Model 441SV 


A New Principle in Goggle Venti- P 5 Ps For medium and light impact. Supplied with 
lation gives Greater Selety—Clearer J .060" thick, optically perfect acetate. 
Vision. No liquid, chemical or 

other hazard can reach the eye. 

“Stac-Vent’’ provides draft ventila- 

tion at the top and center of the 

goggle (where warm, moist air nor- Extra-soft plastic frame with soft nose flange form-fits snugly, yet com- 


+ = ——~ fortably, around facial contour . . . closes the gaps around nose and 
mally accumulates). 5 é Pent 
é cheeks. Also available with regular, screen or no ventilation. 


EXTRA WIDE REPLACEABLE LENS 


The optically perfect, shatterproof lens provides full protection against 
impact. Lens is extra wide for picture-window vision. Improved metal 
lock bar holds lens tightly in frame. Frame acts as bumper to prevent 
scratching lens when laid face down. 


LENS COLORS: Cieat and light, medium or dark green. 
FRAME COLORS: Clear, transparent green or opaque black. 


Model 442 _- Model 492 
es Soft Vinyl Frame 


D> 50 MM Round WELDING GOGGLE 
| Hardened Safety OPAQUE BLACK 
Glass Lenses SOFT VINYL FRAME 


Maximum protection where there 

is extreme abrasion. Maximum 
comfort and minimum weight. Large size, fits 
over all prescription glasses. 


Furnished with replaceable 50 

mm round, Federal Specifica- 
tion, filter lens shades 3, 4, 5 or 6, protected inside 
and out by cover lenses. 

















— 
— 
— 





Model D-Lux 


CHEEPEE y : i ,"\ FITS OVER MOST GLASSES 


The acetate lens surface is optically perfect 

thanks to a special process which protects the 

lens during forming. This one piece D-Lux ace- 

tate goggle is large enough to fit over most 
glasses and is close fitting for maximum protection and comfort. 
Available in clear and medium green. 


Low cost one 

piece acetate. 

Close fitting, 

lightweight, com- 
fortable. Optically correct . . . no distortion. Available 
in clear or medium green. 


For details, see your Authorized Eye Savers Supplier or write direct. 
Quality Eye Protective Equipment Made by the Leaders in Plastics 
ct = WATCHEMOKET : 














WATCHEMOKET OPTICAL CO., INC. 
236 West Exchange St., Providence 3, R. 1. ¢ In Canada: Levitt-Safety Limited, Toronto 10, Montreal 26 
Circle No. 33 on reader service card for more information 
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QUALITY AT LOWER COST 
WITH THE EYE SAVERS CINE! 


models TUC-AWAY VISOR - TUC 


Model 422 
For Lightweight Comfort 


New Over-eyes Protection 


90% PROTECTION 


ALMOST 100% PROTECTION 
Tuc-Away featherlight design is easy to wear .. . 


comfortable and attractive. Shatterproof, optically vison Almost 100% protection, plus all the comfort of 
perfect, methacrylate lenses provide safe protection. + Tuc-Away. Visor-Tuc” Sts snugly against the 
forehead to provide over-eyes protection from glare 
and flying particles, 


SNAP-IN, SNAP-OUT LENSES SHATTERPROOF, SEMI-CUP EYE SAVERS LENSES 
All “Tuc” lenses are optically perfect. They 


. prevent entry of particles from side and bottom. 
can be replaced by the wearer . . . lo Lenses are interchangeable in ‘‘Tuc-Away' and 
them in or out . . . they are always firmly “Visor-Tuc” models. Lenses are available with regu- 
locked in place. lar side shield, long (1"') side shield or semi—or 

full—cup, in clear and light, medium or dark green, 








Adjustable ‘‘Retrax’’ Temples Low Initial Cost — Low Maintenance 


Temples are adjusted by the wearer him- 
self for compiecte comfort .. . no tools or 
skill required . . . ‘“Tucs’ fit any face. 


A minimum inventory is possible because either frame style, ““Visor-Tuc’” 
or “Tuc-Away,” fits all workers thanks to ‘Universal’ Nose-piece and 
““Retrax'’ Temples. All adjustments are made by the wearer. 























SPLIT JOINT Model 80 


Model 55 
Splic Joint Plastic Frame makes changing lenses a 
simple operation, no heatiag to distort frame. Retrax 


ae ae 
temple easily adjusted—one size, Standard 47 mm Methaspec 
drop eye lenses. 


=) en Eye Shield 
S Quick, easy replacement of: ; BS ‘ : 
Plastic Safety Lenses 
} Ww Prescription Lenses 

yy), Plano Safety Glass Lenses 


“CLIP-ON” SIDE SHIELDS LOW COST VISITORS’ GOGGLES 


Add deep cup side protection to Model 80 and prac- Optically correct, one piece, curved Methacrylate Eye 
tically any other Safety Spec:acle. Easy to attach and Savers Lens prevides heavy impact protection. Lens is 
remove. Molded of clear or ,green acetate. Nickel-sil- .080" thick, available in clear or light, medium and dark 
ver clip holders, green. 





Quality mena Protective Equipment Made by the Leaders in Plastics 
2 : WATCHEMOKET (ae 


eye 


SAVERS |. 








WATCHEMOKET OPTICAL Co., INC. 


236 West Exchange St., Providence 3, R. 1. « In Canada: Leviit-Safety Limited, Toronto 10, Montreal 26 


Circle No. 33 on reader service card for more information. 


OCTOBER, 1954 53 








“Buddy Plan” and engineering combine to 


REDUCE ELECTRICAL 
ACCIDENT FREQUENCY 


Take a quick look at the electrical test depart- 
ment, Allis-Chalmers Manufacturing Company, 
Pittsburgh. You'll find more gadgets and meth- 
ods for protecting employees against their own 
mistakes than you can shake a stick at. 

The Pittsburgh Works produces electrical 
transformers. Naturally, there are numerous 
tests required before this equipment is shipped. 
Quite as naturally, electrical test department 


BUDDY SYSTEM keeps two men working together on 
any dangerous job. Here, a multi-cireuit unit substa- 
tion is readied for tests. 





ABSENT-MINDED carelessness is checked by devices 
like this. The tester must depress two overhead buttons, 
one with each hand. He cannot put his hands where 
they might get an electrical ‘‘jab’’. 
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men must work with current—current that 
comes in heavy voltages. 

But the company is determined that it won’t 
happen there—an accident, that is. It is next to 
impossible for workers to make a ‘‘hot’’ contact. 
An elaborate system of mechanical safeguards 
is the foundation for the Allis-Chalmers elec- 
trical test department safety program, which 
has steadily reduced both accidents and the 
possibility of accidents. 

Working areas in which transformers are 
tested are blocked off by cages. A wide variety 
of interlocking controls, manual safety controls, 
and automatic switches is supplemented by all 
the standard safety equipment common in any 
shop. 

The program doesn’t stop there by any means. 
Every employee in the department is trained 
thoroughly in safe ways to work, in manual arti- 
ficial respiration and other emergency skills, and 
in use of new equipment for administering arti- 
ficial respiration automatically. 

Before he is hired, an employee is given ex- 
haustive tests to find out what tendencies he may 
have toward carelessness. When he really goes 
to work, he is watched closely by his supervisor 
and by his fellow workers to catch any of these 
tendencies that may have slipped by the prelim- 
inary screening. 
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HEAD NURSE Beatrice Lawson explains to Allis-Chal- 
mers employees the use of artificial respiration equip- 
ment. 


The matter of being watched for carelessness 
is a vital part of the whole Allis-Chalmers safety 
system. The employee may have been taught— 
and the electrical test department sees that he 
is taught—al! the safe methods of doing his 
work; he still may forget or even deliberately 
ignore them. 


To get around this very human failing, the 
Allis-Chalmers electrical test department com- 
bines the “buddy plan” with its host of mechan- 
ical gadgets. This plan demands that two men 
work together on any hazardous job. Frequently, 
it prevents one man from doing his work unless 
the other is properly cooperating. 

For example: 


e When a tester or helper sets up a heat run 
in a caged working area, his partner is on guard 
at a near by control switch, ready to shut off the 
“Juice” the instant there is any sign of absent- 
mindedness or of a misstep. 

e If someone opens the cage gate, all current 
automatically goes off. It cannot go on again 
until a line starter is manually re-set. 

e If a worker climbs the ladder to the impulse 
generator on a deck high overhead, he cannot 
enter the deck without operating a micro-switch 
that stops the generator and de-energizes it. 


Continued on page 84 
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IMPROVED No. 90A Series 
WILLSON MonoGoggle 





Wider, Deeper Frame Gives Greater Clearance Over Spectacles 


We've taken the popular Willson MonoGoggle® design and 
made it with a deeper and wider pliable, transparent viny/ 
frame with grooves molded into the sides for extra roominess 

over glasses. It provides protection against light impact hazards 
on such operations as spot welding, buffing, wood working and 
chemical handling. 

Workers who wear prescription glasses—even the new, big 
plastic frames—will welcome its extra roominess. Transparent 
frame is tinted light green to keep out glare, but admits adequate 

side light. Clear or green plastic lenses are securely held in 

place by a deep channel and closed ‘“‘tab pocket’’. 
Ask your Willson distributor to show you the new No. 90A 
Series MonoGoggles, available with either direct or indirect 
ventilated frames or non-ventilated styles. Or write for bulletin. 


Ww 


More than 300 Safety Products A= Carry This Famous Trademark 
Side view shows molded-in grooves CORO) 
in sides of frame provide ample 5 \ e877 R 
clearance for spectacle temples — 
removes interference with eye glass aR % O 
comfort. 


Established 1870 


WILLSON PRODUCTS, INC., 209 Washington St., Reading, Pa. 


Circle No. 34 on reader service card for more information. 
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FIRE PROTECTION 
FOR INDUSTRY 


Part IV- 
Plastics As Building Materials 


TWO PIECES of plastic reinforced 
with glass fiber have been placed 
over the same flame. The one at the 
left is burning over half its length; 
the one at the right —acceptable in 
this test—-shows only discoloration. 


What The 


Back in the days when plastics meant chiefly 
radio control panels, there was small need to 
wonder how—if at all—plastics would burn. Ex- 
cept for the plants where plastic articles were 
made, there rarely was any large amount of the 
stuff in one place, and then it seldom was 
brought in contact with flame. 


Now, however, plastics have reached matur- 
ity—now that they literally line interiors of of- 
fices, hospitals, schools, factories, and homes, and 
are going on to bigger things—it’s time to be 
critical of the way they resist fire. 

At Underwriters’ Laboratories, the “tunnel 
test” described in the September issue of OCCU- 
PATIONAL HAZARDS is applied to check up on 
the burning characteristics of plastic building 
materials. 

As a matter of fact, these materials are put to 
the same kind of tests, and are measured by the 
same “yardstick,” as acoustical tile, wallboard, 
fire retardant paint, and other materials which 
go into the inside surfaces of buildings. 
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U. L. Label Means 


It’s amazing how wide a variation in fire- 
resisting ability is shown by the different kinds 
of plastic building materials during the ‘‘tunnel 
test.”’ 

e In one test, plastic panels reinforced with 
glass fiber showed a burning rate over four 
times as great as wood. Another type of the same 
product—made this time with fire protection es- 
pecially in view—burned at a lower rate than 
wood. 

e Plastic wall coverings, when given stand- 
ard tests, earned a “flame spread” rating less 
than half that of wood. The plastic products 
which have undergone such tests and which are 
manufactured under the inspection service of 
Underwriters’ Laboratories, carry a label which 
states their fire hazard classification. 

e Plastics used in ceilings to spread light 
from fixtures show some of the greatest differ- 
ences in burning rates. Some have excellent fire- 
resisting qualities; others go to the opposite ex- 
treme and burn fiercely. 


Continued on page 104 
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Henry Allen of the British Division, 


Yale & Towne Manufacturing Company, asks, 


YOUR HEATING PLANT— 
IS IT SAFE? 


Have you missed anything? As you look around 
your plant, have you caught all the innocent- 
seeming installations and methods that appear 
to carry no risk—but that still can be hazardous 
and expensive? 

Take the heating plant, for instance. 

If your plant is normal, the heating system is 
set up to work as a sort of unnoticed background 
to the business. It’s a bit of apparatus that is ex- 


pected to tick along without causing trouble. 

Yet in point of fact, the hot water or steam 
supply plant throws up a whole crop of hazards. 
It takes a smart safety man to anticipate and 
guard against them. 

Glance at any list of reported accidents. You 
will find a surprising number of injuries, some of 
them fatal, caused by explosion of low-pressure 
heating equipment. 











MAIN BUILDING SUPPORTS were knocked out and 
three floors fell into the basement when this heating 


Failure in the threaded joints of pipes in the 
blow-down system of water tube boilers has been 
responsible for many a savage accident to a 
boiler room engineer or fireman. 


Condensate Can 
Cause Explosions 


In one recent case, condensate had gathered 
in the elbow of the pipe. It had gathered there 
because no provision had been made for a contin- 
uous fall-away from the boiler to the sump. 
Severe water hammer followed whenever the 
boiler was blown down. 

When examiners got through looking into the 
accident that resulted from this condition, they 
reported that the threads of the connection at the 
lower joint of the pipe were heavily corroded 
That meant the joint was unable to take the 
shock from the water hammer. 

The combination of joint failure and the con- 
sequent swishing of steam out in a jet made the 
pipe swing about the elbow connection to the 
blow-down valve. The swing caught the boiler 
room fireman a terrific blow. 

What had gone wrong? What could the safety 
man have done to prevent it? 


NO SAFETY VALVE was installed on this boiler, which 
blew up when thermostatic controls failed and permitted 
temperature to rise dangerously. Building walls cracked 
and bulged, and the chimney collapsed. Luckily, no one 
was in the boiler room at the time. 
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plant exploded. The wrapper sheet around the boiler 
was blown completely off. 


e A continuous fall-away from the boiler 
should have been provided both at the blow- 
down and at the steam supply outlet. 

e If no such fall-away could have been ar- 
ranged, drainage should have been provided at 
all places in the piping where there was the 
slightest danger that condensate might form. 


Steam Piping Needs 
Constant Attention 


All piping should be inspected regularly and 
a chart for routine maintenance worked out. 

Steam piping is especially tricky. It calls for 
constant attention and overhaul. Left to itself 
for too long, it will assuredly cause trouble. Its 
accident potential will rocket up in proportion to 
the degree it is neglected. 

Any kind of obstruction in the piping pro- 
duces a hazard. A hold-up in the circulating sys- 
tem can mean that the boiler becomes a closed 
pressure vessel and is subjected to swelling 
pressures that are dynamite in their capacity to 
harm. 

If an obstruction is not immediately removed, 
it will in all likelihood let you in for an explo- 
sion. Or you may be lucky—you may get by with 
nothing more than creaking, weld failure, or 
nipple leakage. The risk, however, isn’t worth 
taking. 


Continued on page 97 
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Before using ZORBALL, Academy 
scrape tallow, grease and abrasive from their polishing- 


room floor. Even steam cleaning failed to budge deposits. 


Plating had to 





After using ZORBALL, Academy Plating once again 
has clean, safe floors. No scraping is required. All that’s 
needed is to spread and sweep up ZorBa daily. 


ZORBALL ends floor scraping 
at Academy Plating Co. 


eo to the use of Zors- 
ALL on our polishing-room 
floor, we used scrapers to remove 
the buffing compounds consist- 
ing of tallow, grease and abrasive 
which had accumulated,” reports 
Herbert 
ent, Academy Plating Company, 


Newark, N.J. 


Mancini, superintend- 


“We also tried a steam-clean- 
ing machine using an alkaline 
detergent, but it failed to remove 
these deposits. However, three 
weeks after applying ZorBatu, 


the unsightly and dangerous con- 


dition was cleaned up by the 
traction of the polishing oper- 
ators’ shoes on the floor. No labor 
was required except the daily 
spreading and removal of the 
ZORBALL!” 


Removing compound deposits 


is just one of the big benefits you 





vet from ZorBALL — the safest, 


lowest use-cost floor absorbent 


known. It 


paint, chemicals, yet remains 


absorbs oil, water, 
skidproof and nonflammable — 
even after hard use, or when 


saturated. Dried out, ZorBALL 





can be re-used without mudding,* 
caking or dusting. Ask your 
Wyandotte representative or 
jobber for a sample or demon- 
stration, today! Wyandotte 
Chemicals Corporation, Wyan- 
dotte, Michigan. Also Los Nietos, 
California. 


es uv 8 PAT OFF 


CHEMICALS 


Helpful service representatives in 138 
cities in the United States and Canada 


Largest manufacturers of specialized cleaning products for business and industry 
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oO get a greater return 


or your eye safety dollar... 


As a naturai result of the continued efforts of 


Safety Directors to reduce eye accidents, more and 
more workers are wearing industrial safety pre- 


scription glasses on the job. 


In a growing number of instances, however, ar- 
rangements have not been made to take full ad- 
vantage of the complete services of the professions 
to verify the lens properties of these glasses, fit the 
glasses to the worker and maintain them in proper 


adjustment. 


As a consequence, safety standards have been 
jeopardized in some areas, through the use of flam- 
mable non-safety frames, or lenses of question- 
able impact resistance. Tragic, unnecessary, and 


costly accidents have resulted. 


American Optical Company believes that correc- 
tive-protective glasses should reach the employees 


only when adequate professional services are pro- 


Be sure to see our film, Room 
524A, Conrad Hilton, at the 
National Safety Show. 


vided. Such a procedure is a sure and effective way 
to combat the breakdown in safety standards. In 


some states, this procedure is required by law. 


Corrective-protective glasses made by American 
Optical Company meet all safety requirements. 
Super Armorplate lenses carry this mark (AQ) in- 
dicating that they are heat-strengthened and 
comply with rigid specifications for thickness and 
impact resistance. Frames are made of corrosive- 
resistant metal or non-flammable plastic and are 
sturdy enough to withstand use under normal 
working conditions. They also carry the AO trade- 
mark. 

The employment of the full cycle of professional 
services in connection with prescription safety 
glasses and the standardization of AO lenses and 
frames will assure maximum protection for the 
worker and the greatest return for every dollar in- 


vested under your supervision in visual safety. 


; nN neri san Optical rage your workers 


in the Sofety Zone 
with American Opti- 


Wo) SAFETY PRODUCTS DIVISION eal Safety Gasigmatt. 


SOUTHBRIDGE, MASSACHUSETTS e¢ BRANCHES IN PRINCIPAL CITIES 





Circle No. 35 on reader service card for more information 
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Safety 
inspection 
ideas 


pay off 











THIS CRACK in a chisel was invisible until magnetic 
testing was used on the tool. This type of testing is used 
often by Armco Steel Corporation safety men to catch 
flaws in chains and hand tools. 


CAN YOUR PLANT USE 
A TROUBLE-HUNTER? 


Most men find that trouble comes along without 
any help from them. Clyde Jordan is different. 
He hunts for it. 


Jordan, a chain inspector, works at Armco 
Steel Corporation’s Butler, Pennsylvania, plant. 
He spends his days making sure that no chain or 
tool or piece of equipment has a weakness that 
may result in accidents. 


He uses magnetic testing, for example, on 
chains. Two wire cables, connected to a portable 
testing unit which sets up a magnetic field in the 
chain, are wrapped around the master link. The 
chain is dusted with a fine iron powder. If there 
is a break or crack, the powder is attracted to 
that point and forms a pattern which easily can 
be seen. 
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Dye may be sprayed on hooks or bars. Five 
minutes are allowed for the dye to “set.” The 
dye then is wiped off and a developer is applied. 
If there is a damaged area—meaning an unsafe 
condition—Jordan can find it by the presence of 
dye on the surface. 

A reflectoscope, which throws ultra-high fre- 
quency sound waves into solid metal, detects 
flaws that may be entirely hidden. The distance 
to any flaw can be measured by determining the 
time it takes for waves to travel to it and back 
to the reflectoscope. 

One of the most important steps in Jordan’s 
procedure is to stencil or tag each chain with 
information about how that particular chain may 
be used safely. In addition, test results are 
recorded in a logbook for permanent reference. 

ee 
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REFLECTOSCOPE tests are applied 
to a locomotive axle. Sound waves 
penetrate the metal and bounce 
back to the instrument. The in- 
spector locates any flaw by reading 
the wave pattern on the instru- 
ment’s screen. 


IRON POWDER is dusted on a chain 
(below) by Inspector Clyd Jordan. 
\ magnetic field, set up in the chain 
by the portable testing unit, will 
attract the powder to any break or 
crack—and may save injuries or 
lives. 


DYE PENETRATION tests (upper 
right) find possible flaws in crane 
hooks. Red dye is used at Armco’s 
Butler Works, although other colors 
are available. The dye is sprayed on 
directly from the can. 


4 PORTABLE KIT provides the in- 
spector with all the materials he 
needs for dye testing this ‘*break- 
down bar’’. Dye penetration testing 
is used on the solid parts of most 
lifting tools and equipment at 
Armco. 
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§ every worker’s lips 


You can’t repeat your safety messages too 
often. And a good way to get in several extra 
' licks a day is to use Continental’s Safety Slo- 
gan hoédrink cups. Each attractive cup delivers 
two practical safety messages that are brief, 
right to the point, and not a bit preachy. And 
these messages reach your worker at snack or 
meal times when he is relaxed and friendly. 
QUICK DATA: Safety slogan cups are available in 6-, 
8-, and 12-0z. sizes. Made of virgin pulp with 
double-wrapped sidewalls that won’t leak... 

keep hot liquids really hot. Series of three cups 


(two messages to each cup) packed in rotation 
for variety. 


€ 


CAN COMPANY 


Paper Container Division 
349 Oraton St., Newark 4, N. J. 


BOSTON @ PHILADELPHIA @ CLEVELAND ® CHICAGO @ NEW YORK 
KANSAS CITY @ ATLANTA @ LOS ANGELES ® SAN FRANCISCO 


Circle No. 37 
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Safety engineers from many plants where 
Safety Slogan cups are regularly used tell 
us these little messages from “Oscar the 
Life-Guard” are particularly acceptable to 
workers. 

They can help you put your points across 
too. Ask your paper jobber for full details or 
write Continental today. 





on reader service card for more information. 
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INTERIOR VIEW 


Here’s a twist .. . this 


crew and truck were actually created to 


TRUCK IS’ BUILT 
especially to allow 
demonstration of 
fire-fighting and 
* fire-detecting appa- 
ratus in active use. 
Slogan emphasizes 
the truck’s purpose. 


of demonstration 
truck shows only part of the equip- 
ment and materials that go into 
every demonstration. 





PUBLIC ADDRESS 
SYSTEM permits 
Lumbermens Spe- 
cialist C. H. Sweet 
to talk to the largest 
audiences without 
trouble. It is built 
into the truck. 








BRING FIRE TO YOUR PLANT 


An especially trained crew and a fully equipped 
truck have been assigned by Lumbermen’s Mu- 
tual Insurance Company, Mansfield, Ohio, to 
demonstrate how to get the most from fire- 
fighting and fire-detecting apparatus which is 
available anywhere. 


Charles E. Nail, company president, says that 
the truck will visit plants and lumber yards of 
thousands of concerns throughout the United 
States, whether or not the concerns are policy- 
holders of Lumbermen’s. 


Usually, the truck is sent out on a demonstra- 
tion trip only if it has been requested by some 
company or fire department. 


William M. Marlowe, assistant secretary, in- 
sists that these invitations to appear usually are 
necessary because the special crew makes no 
“canned” presentations. Instead, each presenta- 
tion is planned with the needs of the particular 
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company or department in mind in order to per- 
sonalize the entire demonstration. 


This variation in emphasis makes it possible 
to give company employees and supervisors 
specific, down-to-earth help on the problems 
that concern them. There are no generalties; 
there are only concrete suggestions on how to 
lick the fire hazards that exist in the plant or 
town where the demonstration is being con- 
ducted. 


The presentation draws heavily on visual ed- 
ucation methods. If a picture or a chart can be 
used, or if some piece of equipment can be put 
in actual operation, that’s what is done. Theory 
is strictly for the birds! 


Everything in the demonstration is aimed at 
one end: “Fight with us against fire!” How to 
prevent fires in the first place—what to do until 


Continued on page 93 
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' keep safety glasses safe 









keep them clean 


. a You 
implement your Eye Safety Program by helping your employees gave 
- gpeedliand y orem oy Ping y proys Suet | 
wipe away their own strongest objection to safety glasses. Quick, Oe eS 
easy and inexpensive to use, Sight Saver tissues contain the KEEP < 
proper amount of silicone to give longer-lasting clarity and lus- GLASSES CLEAN 


ter to lenses. Specified by hundreds of Safety Directors, Sight 
Savers are proved by world-wide distribution and repeated use 
by millions of people. 


© Inexpensive to install and maintain 














© Foolproof; eliminates waste 
¢ No fuss, no muss, ene 
. eadily Available 
no fluids from leading Safety Supply Houses 
r SIGHT SAVER DISPENSERS 
e 7 . 
install cleaning stations Cot. No. 60 (Black) No. 61 
(White) No. 62 (Safety Green) 
$2.50 
Refill Packets (Cat. No. 65) $1.45 
SHOE SAVER 
See SIGHT SAVERS and SHOE SAVER at our Booth 22h, Cat. No. 81 (Pints, $2.00, Quarts, 
National Safety Congress, Chicago — October 18-22 $3.75, Gallons, $12.75) Cat. No. 
82 (4 ounce bottles, $0.60) 
Mail Coupon Today for Distributor Listing 1 


—— ——— | 


FIRST IN 
DOW CORNING CORPORATION, Dept. DY-22 : 

















SHOE SAVER Midland, Mich. SILICONES 
Please send me your complete listing of sources of supply 
Durable, water repel- for SIGHT SAVER Cleaning Stations and SHOE SAVER. DOW CORNING 
lent silicone treatment . 
ame 
protects, preserves — y i CORPORATION 
leather. Shoes last Company aapditacsce asain to eee ee eee 
longer, stay more comfortable. Address 
Easy and inexpensive to apply. . ae oe MIDLAND, MICHIGAN 
City State 





Improves morale, cuts overhead. 


Circle No. 38 on reader service card for more information 
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HOW TO LICK 
HYDROGEN EXPLOSIONS 


In the past, it’s been as easy as pie to induce an 
explosion with standard laboratory methods for 
using hydrogen in heat-treating or brazing. 

Not that an explosion was wanted, under- 
stand—it was simply the all-too-frequent prod- 
uct of combining air, gas, and high temperature. 

What happened was this: 

e Hydrogen (usually supplied from a reser- 
voir some distance away, and piped to the point 
of use) was permitted to flow into some enclo- 
sure like a bell jar and then to escape into the 
room. 

e When the hydrogen pressure dropped be- 
low that of the atmosphere, air and hydrogen 
mixed. Safe operation depended on keeping the 
hydrogen above atmospheric pressure, and on 
keeping the gas flowing outward without any 
interruption. 

e When the gas and air did mix, inside the 
operating chamber or piping system, an explo- 
sion was likely to take place. Actually, the pres- 
ence of anywhere from 7% to 73% of hydrogen 
in this temperature in the operating chamber 
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stood at between 500 to 600 degrees Centigrade. 
And it often did stand there. 

There were—and there still are—pressure 
controls and relays available which automatic- 
ally tell about pressure changes in the gas lines 
and in the operating chamber. But—and this is 
what has made it tough to use hydrogen safely 
up to now—these controls and relays haven't 
been able to prevent an explosion. * 

In other words, you could, under the old sys- 
tem, know an explosion was due, but you could 
not do much about it. 

R. M. Carson of the National Bureau of Stand- 
ards has changed all this. The Bureau is suffici- 
ently proud of his just-announced method, in 
fact, to say it ‘‘eliminates the hydrogen-air ex- 
plosion hazard’’ in heat-treating and brazing 
processes. 

Carson does it with helium. 

Helium is inert. It has no effect on other 
gases or on metals. Carson uses it to flood hydro- 
gen pipe lines automatically, in order to prevent 


Continued on page 105 
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Koiled Kords are 


SAFER 


on electrical equipment 


sfafal afafafafeal 
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that 
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THIS IS A KOILED KORD RETRACTED 


THIS IS A KOILED KORD EXTENDED 


Pull a Koiled Kord and it will extend 
to approximately six times its retracted 
length . . . release it and it returns 
to its original, neat coil. 


NO CATCHING -NO DRAGGING - NO DROOPING 


Koiled Kords provide safety, greater 
efficiency and long lasting service 
under all working conditions. 


Koiled Kords are made with from 1 to 
7 conductors and can be equipped 
with standard terminals or may be 
custom made to specifications. Koiled 
Kords are available in types SV, SJO 
and SO . .. approved by Under- 
writers Laboratories. 


Write for Koiled Kord 8 


application bulletin 
showing many uses. 


+ 


c 


Koiled Kords 


('NCORPORATEDO 


PPIPPAIPINIDIRA 
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Box K, New Haven 14, Conn. 
1N CANADA: R. D. FLECK & CO., LTD., OSHAWA, ONT. 


Circle No. 39 on reader service card for more information. 





COMPENSATION 








Illinois Injuries Down in 1953... 


... There were 51,151 compensable injuries re- 
ported to the Illinois Industrial Commission in 
1953 as compared to 52,068 in 1952, a decline of 
1.8%. Compensable work injuries include those 
which occurred in the course of the employ- 
ment and which result in more than one week’s 
loss of work time or some permanent impair- 
ment. 

The safest Illinois industries in 1953 were 
these: manufacture of instruments and related 
products, with 6.7 injuries per 1,000 workers: 
printing, publishing, and allied industries, with 
7.5; and telephone and telegraph, with 2.0 
injuries, 

The mining, quarrying, and petroleum pro- 
duction industries were the most hazardous in 
Illinois, with 71 injuries occurring in 1953 for 
every 1,000 workers. The mining industry. 
which employed only 1% of the workers cov- 
ered under the act, accounted for 5% of all the 
injuries reported and 10% of all the fatalities. 

Next in injury incidence were the construc- 
tion industries, with 37 injuries per 1,000 work- 
ers. Although the construction field employed 
only 5% of the workers, it accounted for 12% of 
the compensable injuries and 18% of the 
fatalities. 

Other high injury industries were the manu- 
facture of primary metals, with 36.2 injuries per 
1,000 workers; lumber and wood products, with 
34.6; fabricated metal products, with 29.8; 
transportation equipment, with 27.8; and stone, 
clay, and glass products industries, with 25.8 
injuries per 1,000 workers. 


Washington Injuries Classified .. . 


. . The Washington State Division of Safety 
recently released figures concerning the types 
of industrial injuries which occurred in the 
state during 1953. Broken down, the percent- 
ages were: sprains, strains, and hernia—38.0%, 
with an average of 60 days lost per injury; 
wounds and bruises—32.3%, with 21 days lost 
per injury; fractures and dislocations—16.8%, 
with 82 days lost per injury; eye injuries—3.6%, 
with 18 days lost per injury; scalds and burns— 
2.7%, with 27 days lost per injury; amputations 
—2.2%, with 101 days lost per injury; and all 
others—4.4%, with 46 average days lost per 
injury. 


Continued on page 70 
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is the only dry chemical 
fire extinguisher backed 
by a five year warranty! 


Here is proof of Ansul’s superiority .. . @ five effective fire control. Ansul’s weather-tight con- 


year equipment warranty, the only one of its struction keeps out moisture and _ resists 


kind in the fire control industry. corrosion. Patented nozzles deliver the right 


For the buyer of fire equipment this important 
warranty means many extra years of trouble- 
free protection plus freedom from costly and 
frequent maintenance checks and repairs. 

The special design and construction fea- 
tures that make this warranty possible provide 


not only dependable protection but also fast, 


kind of stream for your fire protection prob- 
lem. The sealed pressure cartridge puts Ansul’s 
“Plus Fifty” dry chemical to work imme- 
diately—no delay or lag. And finally rugged 
construction makes it possible for Ansul 
equipment to give peak performance under 


the toughest operating conditions. 


HERE IS THE BIG TRAINING AND SERVICE PLUS OFFERED ONLY BY ANSUL! 
Available without cost to all Ansul users. 


Training for your personnel at your Customer training school at Marinette 


Visual aids on fire control for your in-plant survey to scientifically deter 
plant by Ansul specialists. for your key safety personnel. 


safety meetings and other training. mine your fire protection needs. 


Call the 


Ansul Man! 


Get in touch with your local 
Ansul man through the "yel- 
low pages” or write ANSUL 
CHEMICAL COMPANY, Fire 
Equipment Div., Dept. F-43, 
Marinette, Wisconsin. 














Circle No. 40 on reader service card for more informatior 
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\ INSURANCE RATES 







8 The quickly- 
installed, low-priced 
CHICAGO WATCHCLOCK sys- 
tem is so infallible—so tamperproof—that users 
earn reduced insurance rates. 

Save money on insurance and increase your 
protection against fire, theft and sabotage by 
installing this simple, positive system of record- 
ing your watchman’s activities . . . The CHICAGO 
WATCHCLOCK system quickly pays for itself! 


The first—and still the first 
CHICAGO WATCHCLOCK 


DIV. GREAT LAKES INDUSTRIES, INC. 
© 1532 South Wabash Avenue, Chicago 5, Illinois 
Offices in Principal Cities rey 







Write today for Folder of 
ILLUSTRATED DETAILS 






Circle No. 41 on reader service card for more information. 
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WHAT’S NEW IN COMPENSATION... 








Continued from page 68 


Survey Rates Arkansas Fair... 


. The Arkansas employer is getting a fair 
shake on his compensation premium payment. 
Thirteen other states were checked as to rates 
and benefits, and Arkansas was found to be 
above the average. 

Four of the states had higher benefits for 
injured employees, but higher premiums, also. 
Five states had lower rates than Arkansas, but 
correspondingly lower benefits. Only Ohio, 
which had equal benefits, had lower rates than 
Arkansas. 


Proposed Act Fails in Louisiana... 


. A complete revision of the Louisiana work- 
men’s compensation law failed to pass the leg- 
islature in the last session. Significant changes 
would have been made and probably will serve 
as a keystone to future bills. 

Had the bill passed, the maximum payments 
to injured workers would have increased from 
$30 to $35 weekly, death benefits would have 
gone up from $9,000 to $14,000, and the 400 week 
maximum for total disability payments would 
have doubled. In addition, lump sum payments 
would have been eliminated (putting all pay- 
ments on weekly basis), burial expenses would 
have increased $100 to $350, and a number of 
other modifications would have occurred. 


Premium Rates Changed in West Virginia... 


. Subscribers to the state compensation fund 
in West Virginia found their premiums changed 
in 44 of the 45 industrial classifications. Four 
classifications were increased and 20 were de- 
creased, but no change amounted to more than 
20%. 

The four increased classifications were: the 
State Road Commission, sawmills and logging 
firms, electrical lines construction firms, and 
bridge and dam building concerns. 
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Actual photographs 

of machines 

designed and built by 
MARTIN AIRCRAFT 
Baltimore, Md. 

for cleaning and degreasing 
large and small parts 

with F.O. 128 


“GOES TO WORK 


FINE ORGANICS is proud of 

the part it plays in helping 

THE MARTIN COMPANY perform 
an effective cleaning operation 


on both large and small parts. 

Many leading organizations are finding 
F.O. 128 not only a reliable cleaner 
but a decided factor 

in the elimination of personnel health 
hazards and wasted man hours. 


SAFETY ENGINEERS 
find the high flash point makes the use of this solvent 
desirable wherever fire hazards prevail. 


INDUSTRIAL HYGIENISTS 


Write Dept. ‘N’ for information on ovr other Safe-Tee Solvents — 
SR “Fy 1%, nocred "WD. representative. 


FINE ORGANICS, INC, 


211 EAST 19th STREET + NEW YORK 3, N. Y. 
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Circle No. 43 on reader service card for more information. 


All of Safety Box Toe Company’s 19 styles of safety toes are 
made from tough high-carbon austempered steel and are 
the result of rigid specifications carefully controlled. Each style 
has its own degree of safety to protect your workers’ feet. 


Of all these 19 styles, however, WINGUARDS are by far the 
most popular and will pass the 4 million pair mark this year. 


Whenever a new safety problem arises, Safety Box Toe 
Company has the correct toe to meet your requirements. 


SAFETY BOX TOE COMPANY 
TASTEELTOE) mmm 
FOR EVERY SAFETY PURPOSE 








position 














812 STATLER BUILDING © BOSTON 
SELLING AGENTS: BECKWITH MANUFACTURING COMPANY, DOVER, N. H. 


WRIGHT-GUHMAN COMPANY, ST. LOUIS, MO. BECKWITH BOX TOE, LTD., SHERBROOKE, P.Q., CANADA LENNART LJUNGQVIST, TIBRO, SWEDEN 
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MISSTEPS 
COST PLENTY 





THIS STEP 
SAVES MONEY 





BULLARD -TACCO 


SAFETY TRUCK STEP 


The first truly practical truck step 
will prevent back injuries, sprained 
ankles, damaged freight and driver 
fatigue. Step is fully retractable. If 
accidentally left extended, it will 
retract automatically without dam- 
age. Firm non-skid treads. Attaches 
easily under trucks, on tail gates, 
work tables, 
loading and 
freight docks. 


=»—— 


Raised or lowered 
in five seconds. 


WRITE FOR FREE ILLUSTRATED 
FOLDER AND SPECIFICATIONS 


BULLARD 


SINCE 1898 


E.D. BULLARD CO. 


IN SAFETY 275—8th STREET 
7 = REG SAN FRANCISCO, CALIF. 


Circle No. 44 on reader service card. 





EVERYTHING 


BULLARD 











New Safety and Health Aids 








DIE PULLER—— This die puller re- 
moves dies from presses more safely 
and at less cost than when done with 
pry bars according to the maker, 
Barrett-Cravens Co. The equipment 
includes a push button control. The 
puller device is built directly on 
platform of the high-lift electric 
truck. One man can operate it, ob- 
serve movement as die is pushed to 
precise location desired. 


Circle No. 161 on reader service card. 


PORTABLE STAIRWAY—R. W. Fic- 
roh Co. makes this stair stand. It is 
ideal for reaching stock in high lo- 
cations up to 13 feet. Smaller models 
are also available. The standard 
slope of the stairs permits walking 
up or down while facing forward. 
They can be used to take the place 
of a permanent stairway. 


Circle No. 163 on reader service card. 





SAFETY CAP— This sturdy, light- 
weight cap is ideal for workers who 
carry things on their shoulders. The 
hat does not have a brim, so a 
worker can carry objects on his 
shoulders without tipping or knock- 
ing off his cap. A soft leather head- 
band, fully suspended, helps absorb 
shock and allows cooling air circula- 
tion. It adjusts simply to any head 
size. Made by B. F. McDonald Co. 


Circle No. 162 on reader service card. 





SPONGE RUBBER PADDING— This 


padding cuts down the fatigue of 
long periods of standing. It’s made 
of fabric that prevents curling. The 
Vinyl facing protects the sponge 
rubber against abrasions from metal 
cuttings. It also resists oil, alkalies 


and other chemicals. Durapad is 
made by Durkee Atwood Co. 


Circle No. 164 on reader service card. 
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Are skin disord 
a problem 


in your plant? 


Actamer cuts skin bacteria 97% 





Regular use of industrial hand soaps — bar, liquid 
or powder—containing Monsanto’s bacteriostat, 
ACTAMER, reduces resident skin bacteria by as much 
as 97%. Because ACTAMER clings stubbornly to the 
skin, repeated use maintains a substantially lowered 
bacteria count long after each washing. This sanitizing 
effect of ACTAMER can mean 

reduced skin infection to your 

employes — a definite dollar 

saving to you. 


Organic Chemicals Division 
MONSANTO CHEMICAL COMPANY 
Box 478, St. Louis, Missouri 


Send me samples of soap containing ACTAMER, 
and a list of soap brands containing this bac- 
teriostat. 


Name 


(Monsanto does not manufac- 
ture or sell soap formulations 


containing Actamer.) yi \ 4 . 


SERVING INDUSTRY... 
WHICH SERVES MANKIND 


Address 


City State 


Actamer: Reg. U. S. Pat. Off. 


Circle No. 45 on reader service card for more informati 
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A 40 Year Record of 
SERVICE TO SAFETY 











Keeping pace with safety needs has been our job search and manufacturing facilities were successful 
here at M.S.A. since our beginning on June 14th, in finding the right answers. 


1914. During these years, hundreds of new hazards Our finest reward for these 40 years of safety 
have been introduced by new industrial processes service comes from the knowledge that today thou- 
and projects. Many of these problems were antici- | sands of men, who otherwise could be seriously 
pated by us .. . many were relayed to us. The more injured, are well because M.S.A. products have 
than 3600 items now in our product line provide turned accidents into incidents. This knowledge is a 
ample testimony to the fact that our extensive re- spur to continuing achievement. 


F240" 


1914 * i954 


MINE SAFETY APPLIANCES COMPANY 


201 North Braddock Avenue, Pittsburgh 8, Pa. 
At Your Service: 76 Branch Offices in the United States 


MINE SAFETY APPLIANCES CO. OF CANADA, LTD. 


Toronto, Montreal, Calgary, Edmonton, Winnipeg, Vancouver, Sydney, N.S. 
Representatives in Principal Cities in Mexico, Central and South America 
Cable Address: ““MINSAF” Pittsburgh 


Circle No. 9 on reader service card for more information 





Call the M.S.A, man on your every safety problem 
. » his job is to help you 
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NEW SAFETY AND HEALTH AIDS 





Continued from page 74 


SAFETY LADDER— The Ballymore 

Co. has a new ladder with a wide 
base rubber foot that increases sta- 
bility and grips the floor. The illus- 
tration shows the new rubber grip 
that engages the floor when user 
steps on ladder. The caster carries 
the weight of the ladder for easy 
movability, but retracts automatic- 
ally when the ladder is used. This 
new rubber foot is available in 115 
of the company’s standard type lad- 
ders. Models have up to twelve 
steps, with a choice of three safety 
treads. 


Circle No. 165 on reader service card. 


FANS— These fans are of all welded 
construction. Type “LV” (left) is 
suited for laboratory hood exhaust 
or similar applications where mois- 
ture or corrosive gas is present. 
Type “PB” (right) is primarily for 
use in industrial process work to 
supply or exhaust air. They can be 
used to remove fumes from plating 
operations and are coated and con- 
structed of special metals to with- 
stand corrosive or explosive atmos- 
pheres. Manufactured by Chicago 
Blower Corp. 
Circle No. 166 on reader service card. 
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with TOP NOTCH 


INDUSTRIAL 


FOOTWEAR 


OILACE COVERALL All 
neoprene, net lined short 
boot with adjustable knee 
strap and black neoprene 
non-skid design outsole. 
Also available, a Neoprene 
12” Snugfit Boot and a 
regular Neoprene Short 
Boot. 


WORKIN 6” all rubber 
work shoe with the ap- 
pearance of a leather shoe, 
DURATEST non-skid design 
outsole, cushion insole. 
Steeltoe or plain. 


BAR-FLEX SHORT All black industrial boot with 
white Bar-Flex outsole, the patented outside arch 
and heel for more comfort and traction. Also avail- 
able, the regular Industrial Boot in all heights, and a 
popular price Utility Boot. 


SOLE 


BEACON FALLS RUBBER FOOTWEAR 
7 BEACON FALLS, CONNECTICUT 


Circle No. 47 on reader service card for more information. 








use 


‘Herc-Alloy 


here... 





SPECIFY 


BEGET TEDY 


SLING CHAINS 





for Data 
Book 


i 


HERC-ALLOY 


Sling Chains are 
made-up to order, 
are individually 
tested, registered 
and guaranteed. 


Hundreds of plants like the one shown above* are 
using Herc-Alloy Sling Chains. Greater safety is their 
big reason for doing it. But there are other factors 
too. Herc-Alloy is economical because of its long serv- 
ice life. Then too, the use of alloy steel permits a 
weight reduction that helps prevent worker fatigue. 
These advantages are worth thinking about. Those 
who do consider them seriously generally adopt safe 
Herc-Alloy Sling Chains for their plants. 


* 


LAKE ERIE ENGINEERIN RPORATION —— MANUFACTURER OF HYDRAULIC PRESSES 


COLUMBUS McKINNON 


CHAIN CORPORATION 


TONAWANDA, NEW YORK 
DISTRICT OFFICES: NEW YORK, CHICAGO, CLEVELAND 
In Canada: McKINNON COLUMBUS CHAIN LIMITED, ST. CATHARINES, ONTARIO 


Circle No. 48 on reader service card for more information. 


HOISTS AND CHAIN 





NEW SAFETY AND HEALTH AIDS 
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MAGNETIC SWEEPER—A new mag- 
netic sweeper has been announced 
by Magnetic Engineering & Mfg. Co. 
The sweeper is permanently ener- 
gized and needs no electric current 
to operate. The unit is called Memco 
“Ferrosweeper.” It provides mazxi- 
mum _ protection against damage 
from nails, staples, jagged iron and 
steel, and other ferrous metal which 
may fall into aisles, or work areas. 
Unit is made in five sizes with a 
choice of four magnetic strength. 


Circle No. 167 on reader service card. 


29% is 
FLOOR PATCHING COMPOUND— 
Called Kwik-Roc, this material is 
simply mixed with water, poured 
into the cleaned out hole or crack, 
and leveled with the surrounding 
floor. Normal traffic may be re- 
sumed over the repaired area within 
45 minutes after pouring. The man- 
ufacturer, A. C. Horn Div. of Sun 
Chemical Corp., claims that the 
product has more than twice the 
compressive strength of average 
concrete used in floor construction. 


Circle No. 168 on reader service card. 


Circle No. 49 on reader service card. -—-—~> 








McDONALD PRODUCTS — _.. With Colnfors ih pind 


_ 
— 


Flared to protect 


ears 


Winter comfort, too 


Radial ribs deflect 
falling objects 


Weighs only 9 oz 


Deflects sun’s rays 


and WOW... ThE 


NEW MCDONALD 


Companion to the famous McDonald 

SAFE-T-HAT...and the world’s light- 

est—weighs only 9 oz. complete. 

Cool, comfortable, easily adjusted to 

any head size. Radiating ribs deflect, 

rather than absorb head blows. 

Flared to protect ears—yet does not 

interfere with carrying material on Tested to 
shoulders, Write for bulletin and «ora 
prices today! e 


For other new ‘ ~~ 
McDonald 
‘ products 
B-F-W¢Donoid Gs. Et 
s BOOTHS 
Manufacturers & Distributors of 61 and 62 


Industrial Safety Clothing & Equipment National Safety 


5721 W. 96th St., Los Angeles 45 
1255 Howard St., San Francisco 3 
3745 Greenbriar Dr., Houston 6 


Congress 








TAKE EVERY PRECAUTION... 


70 SAVE PRICELESS VISION | | Ss soem sso mst am 


The HAWS Eye-Wash Fountain 
makes it possible for the worker him- 
self to safely, easily wash injurious 
chemicals and foreign matter from 
the eyes before medical aid can be 
at hand. Has the potentiality of sav- 
ing vision, reducing insurance claims. 





Continued from page 78 








AND to prevent dangerous and 
expensive eye accidents, encourage 
workers to wear goggles and plastic 
face shields by installing a HAWS 
Goggle-Wash Fountain— eliminates 
one of workers’ main objections to 
wearing these safety devices. 


SAFETY HAMMER— This new ham- 
mer is designed for use where it is 
necessary to strike a hard blow 
without injuring delicately ma- 
chined surfaces. The head, made of 
tough copper, can flatten but not 
“Precaution” is really the cheapest thing you can buy! chip. The handle is resilient and 
HAWS Safety Equipment costs only a few cents per worker. eliminates resistance which may 
Write for literature today! tend to bruise the user’s hand. Also 
it is crimped and thus prevents the 
head from coming off. Manufac- 
tured by Univertical Machine Com- 
pany. 
Circle No. 169 on reader service card. 
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Stanzoils 


Milled neoprene makes tough Stanzoils stand 
extra hours contact with oils, acids, caustics and 
Solvents. Milled neoprene has higher tensile, tear 
resistance than any other oil resistant rubber. 


4 Super-Safe grip creates confidence, speeds work 
ie —handles wet slippery objects as if dry. N-54 heavy weight 


Only a liquid-tight glove gives positive physical all neoprene 14" 
protection from conditions that cause dermatitis. /ength. Curved fin- 
32 PIONEER styles, weights, sizes and colors. aaah, Super-Safe 
Stanzoil catalog quickly shows how to pick best, 87” 


most economical glove for each job. Write for 
it today! 


The PIONEER Rubber Company winera” onre 


Quality Gloves for 35 Years 







SPRAY MASK WASHING MACHINE— 


A new compact spray mask wash- 
ing machine has been developed by 
Sepanski & _ Associates. Called 
“Mighty Midget” the unit is de- 
signed for installation in cramped 
quarters in, or adjacent to, spray 
finishing stations. The unit incor- 
porates many features that were 
formerly available only in larger 
machines. There is a minimum of 
fire hazard because unit is made 
without electrical connections and 


running parts. It is portable. 
Circle No. 170 on reader service card. 









Circle No. 50 on reader service card for more information. 
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LADDER—=This is a heavy duty lad- 
der that eliminates “ladder fear”, 
according to the manufacturer. The 
ladder can’t rock, twist or sway be- 
cause it is made with a new, pat- 
ented self-leveling hinge that auto- 
matically adjusts itself to unlevel 
Richbilt Manufacturing 
Co. is the maker. 


surfaces. 


Circle No. 171 on reader service card 


POWER SWEEPER—Dustless sweep- 
ing is provided by this Model 800 
power sweeper. Maker, Wilshire 
Power Sweeper Co., says it helps 
maintain safe, sanitary conditions, 
eliminates dust-fire hazards. It picks 
up finest lint and metal particles. 


Circle No. 172 on reader service card 


FIRE RETARDANT PAINT— T hb ec 
Glidden Company has announced a 
new paint that combines superior 
flame resistance with durability, 
washability, and attractiveness. The 
paint is called Duo-Tex. It swells 
and chars on contact with flame or 
excessive heat providing a firm, in- 
sulating blanket of non-combustible 
ash over the affected surface. 


Circle No. 173 on reader service card. 
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CONVERT YOUR STATION 
WAGON INTO AN AMBULANCE 


CAN BE ADAPTED TO ANY TYPE 


OF STATION WAGON... 
In A Mattor Of Minutes! 


Industry as well as municipalities can now convert the con- 
ventional station wagon into an ambulance and first aid unit 
in a matter of minutes. 


The cost is surprisingly low and the time saved in caring 
for the sick and injured is at a maximum. 


The Popular 
BOMGARDNER ae 

Fold-A- Cots - 
Emergency 
Stretchers 


The BOMGARDNER MANUFACTURING Co. 


1388 HIRD AVE. CLEVELAND 7, OHIO 
STATION WAGON UNIT COTS & STRETCHERS 


NAME 
ADDRESS 
GH? .. 








Circle No. 52 on reader service card for more information. 

















An IDEAL Plant or Department SAFETY 
AWARD 

GC-3 PLAQUE..... Beautiful 2-tone 
jeweler’s bronze etching mounted on a 
genuine walnut shield 





We RUS ccteteecicind- 


NEW! Industrial Awards Catalog will soon 
be off the press. Reserve your copy NOW! 








Worlds Largest and Foremost 
Manufacturers of ... 


e SAFETY EMBLEMS 
e SERVICE EMBLEMS 
« PLAQUES 


e TROPHIES 
and Incentive Awards 





1933 series is available in over 40 
titles. % in. diameter, hard glazed 
enamel, heavily gold plated pin and 
safety lock catch. $10.50 doz. (plus 
F.E.T.) 








Clarence Williams 


WILLIAMS JEWELRY & MFG. CO. 


Silversmith’s Building, 10 S. Wabash Ave. 
Phone CEntral 6-5018, Chicago 3, Ill. 














Circle No. 
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NEW 


SAFETY, 
DEPENDABILITY 
AND 
ECONOMY! 






Model 130R1401 


Charge Your Own Self-Contained 


Air Breathing Equipment 


Don't 
your 


depend on outside 
compressed air supply 


prompted your purchase of 
breathing equipment. Own your 
Cornelius Portable Air Compressor 


Capacity 2 CFM; pressures to 3000 PSI 
Entire assembly, 
cludes 1 H.P. 
motor, 


Ce 


ready 
heavy-duty AC 


PORTABLE 
AIR COMPRESSORS 


Circle No 





82 








sources for 
Provide 
the maximum utility and safety which 
fresh air 
own 


to operate, in- 
electric 
oil filter and moisture separat- 


53 on reader service 


or, and self resealing relief valve. 
Weighs only 79 pounds. .Cornelius 
Portable Air Compressors will provide 
years of satisfactory service. Their ex- 
clusive design features are the same as 
incorporated in the famous Cornelius 
Aircraft Air Compressor, proven by 
thousands of hours’ operation in our 
nation’s finest combat aircraft. 


Four Models Now Available. 
A Type For Every Requirement. 
WRITE FOR PRODUCT SHEET NO. 5 


THE CORNELIUS COMPANY 


554 39th Ave., N.E. * Minneapolis 21, Minn. 





card for more information. 
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SAFETY HARNESS—W. M. Bashlin 
Company have added this harness 
to their line of belts and harnesses. 
It’s made of cotton webbing, sewn 
with nylon thread. Forged hard- 
ware, hand set copper rivets are 
used throughout. Manufacturer 
states the harness is impregnated, 
to protect it against oils, acids and 
other chemicals. It’s recommended 
for men working in manholes, gas 
tanks, boilers, underground lines 
and on roofs. 


Circle No. i74 on reader service card. 





CHAIN HOIST—Ampco Metal, Inc. 
has a new hoist that is reeommended 
for use in hazardous areas where a 
spark might cause an explosion and 
where corrosion might result from 
direct contact with liquid or fumes. 
The chain hoist is non-magnetic, 
and spark-resistant. The chain is 
proof tested at 4,000 pounds. 





Circle No. 175 on reader service card 
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FOLDING LUNCH TABLES— These 
tables conserve valuable plant space. 
They can be used in any area in the 
plant, even the corridors. The tables 
fold or unfold with positive locking 
action in 15 seconds. In the folded 
position they roll easily through any 
normal doorway on their own chas- 
sis, which is equipped with rubber 
tired casters. Manufacturer is Hal- 
deman-Langford Mfg. Co. 


Circle No. 176 on reader service card. 





SAFETY CONTROL DEVICE—This 
device can be used as a machine 
safety device and will prevent in- 
jury by shutting off a machine 
should any part of the operator’s 
body aporoach a dangerous area on 
or a:-.urd the machine. The unit 
aleu can be set*up to sound an alarm 
when unauthorized persons enter 
prohibited areas. It is called Silent 
Sentry. Made by R. G. Genzlinger, 
Inc. 


Circle No. 177 on reader service card. 





WATCH OUT FOR CHRISTMAS! 


The holidays arent far off. Next 
month, OCCUPATIONAL HAZ- 
ARDS will help you in your party 
planning by outlining, in a_full- 
length feature article, what haz- 
ards to guard against and what 
compensation decisions have been 
made on “party accident” cases in 


the past. Look for it! 
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N 
lentes WITHOUT BUFFING, 


akes ee WITHOUT SCUFFING 


LEGSURE is everything you've wanted in a polish for your resilient floors. 


@ Dresses up the floors of your offices, corridors, foyer or lobby with a shine 
you can almost shave by. Yet it's a self-polisher—never needs buffing. 


@ Resists scuffing in spite of the daily licking it takes from high heels, heavy 
workmen's shoes and shifted furniture. 


@ Ends the menace of slippery floor accidents. Contains a higher degree of 
slip-resistance than is required by Underwriters’ Laboratories. Protects you 
against liability suits—absenteeism—work stoppages. 


@ Repels dirt and water. Neither tracked mud nor grime can mar LEGSURE's 
finish. 


@ Lops a big chunk off your costs for labor and materials because the ex- 
pensive, time-consuming job of stripping and repolishing is seldom necessary. 
LEGSURE’s finish won't be “walked off”. Your initial application lasts for 
months. 


LEGSURE has been tested under adverse conditions and proven effective on linoleum, 
cork, asphalt tile, rubber, linotile, Koroseal and wood floors. 





This man is your trained maintenance consultant 
LEGGE Maintenance means more than just a 





product in a can. A maintenance specialist analyzes 
your floors and maps out a housekeeping program 
for your crews. He improves your Safety record. 
And he saves you considerable money on the 
overhead that goes underfoot. His services are 
Free. Fill out and mail coupon today. 


Walter G. LEGGE Company, Inc. 


Dept. O-10, 101 Park Ave., preecett etre recess eeer ence nnssese- 








' 
New York 17, N.Y. Branch ~ ! 
offices in principal cities. , Walter G. Legge Company, Inc. 0-10 
In Toronto—J. W. Turner 1 101 Park Ave., New York 17, N. Y. ' 
Co. ' ' 
1 P= 
¢t WHEy 1 LJ Rush full information on LEGSURE. 7 
A | | %o ' [) Have a Legge Floor Consultant call to examine 1 
® Ge 1 ° P 1 
@ my floors. No obligation, of course. 
S LEGGE = 
aa i gs ON , iiaia - 
' i 
1 Firm 1 
i i 
LEGGE SYSTEM nae i 
of Sefety Floar / - City Zone State 7 


ne maa aaereaaseeeeaaseae eeeaeseaeceeccan J 
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REDUCE ELECTRICAL ACCIDENT FREQUENCY 





Many of the mechanical safeguards 
would go entirely unnoticed by the aver- 
age visitor. They are so well concealed 
they pass unseen. 

There is, for ins.ance, a unique 
wiring and control arrangement 
built into the roller conveyor that 
carries the smaller transformers into 
the caged high-voltage station 
where they are tested. 

Thanks to this feature, the con- 
veyor is, electrically speaking, brok- 
en and grounded both ahead of and 


Continued from page 55 


behind the transformers under test. 
Current, thus, is prevented from 
straying—and the danger of worker 
contact with the high voltages in- 
volved is materially lessened. 

Roy L. Bartlett, supervisor of safety 
at the Pittsburgh Works, says that the 
accident-prevention program is in many 
respects the creation of the electrical 
test department itself. 

In most ways the Allis-Chalmers 
operation at Pittsburgh is of a rou- 
tine industrial nature, safety-wise, 




















How WASTE RECEPTACLES 


reduce Fire Hazards! 


















Fire hazards are reduced by conveniently plac- 
ing Bennett Bilt, self-closing, Waste Recepta- 
cles to receive waste paper and other trash. 
These enclosed Bennett Receptacles snuff out 
fires. Matches, cigarettes and other inflammable 
material thrown into open containers can start 
serious fires. That’s why so many plants stand- 
ardize on Bennett Receptacles...make cleanli- 
ness automatic, too. 





Only 


WASTE RECEPTACLES 
HAVE ALL THESE FEATURES 


® Non-rusting stainless steel feet 
eliminate rusting and rust marks 


@ Made of extra heavy corrosion 
resistant steel 


@ All welded construction... rein- 
forced corners 


@ Smooth exterior surface...noth- 
ing to catch and tear clothes 
® Self-closing mechanism assures 
closed doors when not in use 
® Round corners for structural 
strength and pleasing appear- 
ance 
@ Baked enamel finish... green, 
gray or white 
These are a few of the many features that make 
Bennett Bilt Waste Receptacles a natural “buy’’. 
Quality and every consideration for hard usage 


are self-evident both inside and outside of these 
receptacles. 


Fill in and Mail Coupon Today 





THE BENNETT MANUFACTURING CO., ALDEN, N. Y., DEPT. OH-10-54 
| Kindly send ro my personal attention a FREE copy of the fully illustrated Bennett Bile Waste 
] Receptacle Catalog. 
eee ae ” — —_— = 
1 Organization __ v—— ctnasinaentainanmnctslig tc tat . 
1 ae a a = 
| ae : . State__ Sibeensiihtitesitnentahacenics 
Circle No. 56 on reader service card for more information. 
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and accident-prevention practices 
and equipment are not unlike those 
of thousands of other manufacturing 
plants. Only in the electrical test- 
ing of transformers do special safe- 
ty problems exist. 

Bartlett gives most of the credit 
for the electrical test department 
safety program to George Shombert, 
Jr., departmental superintendent. 
Shombert insists that each new em- 
ployee in his department be taught 
at the beginning all the safety rules 
which apply particularly to electric- 
al testing, as well as all the general 
safety rules established by the Allis- 
Chalmers safety committee for the 
entire plant. 

Shombert’s 


safety philosoohy — 


developed over 15 years in electrical 
testing — makes good sense to ex- 
perienced accident-prevention :aen. 





 . 
CAGED AREA 


offers protection in 
impulse-testing of transformers. A 
pedal switch, when released, cuts off 
current. The conveyor is electrically 
“broken” and grounded ahead of and 
behind the transformers. 


“A tester,” he says, “can always 
pull a switch to de-energize a test 
branch before going to it. There is 
no need for him ever to handle a 
live wire. But the tester can forget, 
and our mechanical safety precau- 
tions to make it difficult or impos- 
sible for some absentminded action 
to lead him to trouble.” 

In spite of all the precautions, acci- 
From this realis- 
tic belief springs the thorough training 


dents still can happen. 


given electrical test department men in 
the use of emergency first aid equipment 
and in first aid treatment. 

Three Mondays of each month, for 
15 minutes in the morning, all em- 
ployees, maintenance foremen, and 
key personnel practice manual arti- 
ficial respiration. 

On the fourth Monday morning of 
every month, departmental workers 
practice use of a mechanical arti- 
ficial respiration apparatus which 
provides a positive supply of oxygen 
in case of complete stoppage of 
breathing, and then converts auto- 
matically to a “demand” type as 
soon as breathing is begun. 

One of these self-contained, port- 
able units is located at each of five 
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points, so that one is available near 
by no matter where an accident re- 
quiring it may take place. Specif- 
ically: 

e One unit is kept in the plant 
hospital, squarely in the center of 
the five-building Works. The med- 
ical staff, of course, is trained in its 
use. The hospital is manned around 
the clock. 

e A second unit is located on the 
third floor of the Juniata Plant, one 
of the more centrally situated build- 
ings. 

e The three other units are scat- 
tered among the other buildings, 
which are grouped over several city 
blocks. These units are placed 
wherever electrical testing is done. 

Bartlett prefers the word ‘‘use’’ to the 
word “‘practice”’ in relation to the fourth- 
Monday-morning training sessions. He 
does so, because employees adjust 
equipment facepieces on volunteer pa- 
tients, switch on the units, and admin- 
ister oxygen. There is no duil make- 
believe the Allis-Chalmers 
system. 


routine in 


When the training session is going 
on, a spare oxygen cylinder is 
brought in so that the unit’s own 
cylinder will not be exhausted. The 
latter is tested each time, but the 
extra cylinder is used. In this way, 
a maintenance check is combined 
with a worth-while training period. 

Inside each unit, a list of all five 
of the pieces of equipment is vasted 
The list includes whom to call for 
each piece, what ’phone numoer to 
use, and where the piece ‘s 'ocated. 
It is easy, therefore, to call for extra 
units in case of need. 

As an extra precaution, the unit 
maintained in the plant hospital is 
equipped with an auxiliary attach- 
ment, for use in case a second vic- 
tim may need artificial respiration. 

If it ever becomes necessary, it is 
possible to employ the plant supply 
of oxygen, which is piped to a num- 
ber of departments. Standard fit- 
tings on the mechanical apparatus 
make switching from unit cylinders 
to plant oxygen lines simple and 
easy. 

Both Shombert and Bartlett are con- 
vinced that no matter how elaborate and 
thorough an accident-prevention pro- 
gram may be, it can never be considered 
fool-proof. 

‘“‘Training and preparation for 
handling emergencies are vital, be- 
cause you are always one jump be- 
hind with safety devices,” Shombert 
asserts. “It seems a man can always 
figure one more way of hurting him- 
self.” ee 

Thanks to Mine Safety Appli- 
ances Company for editorial aid 
on this article, and to Allis- 


Chalmers Manufacturing 
pany for the photographs. 


Com- 
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HANDLING MAGNESIUM 





Continued from page 44 


scrap is dumped in the barrel, which 
is in turn emptied into a metal bin 
at the end of the shift. Contents of 
the bin are eventually poured (by 
means of a special hoist) into sal- 
vage trucks. The scrap is sold, and 
good ‘housekeeping is made to pay 
a bonus. 

A special emery sanding belt rig- 
ged with an aluminum hood has 
been designed to keep McCulloch 
machinery free from magnesium 
scraps while the machines are being 





When magnesium parts are being 
ground and cleaned, the belt carries 
the metal dust down from the bot- 
tom of the machine to a collecting 
vessel made of aluminum. 

A stream of oil, which has a flash 
point of about 405 degrees Fahren- 
heit, pours down the sides of the 
collector. The oil catches the mag- 
nesium dust and chips and keeps 
them from contact with the outside 
air—contact often to blame for vio- 
lent explosions. 

The oil and its accumulation of 
dust and chips flow into equipment 
which separates the metal scrap 
from the oil and passes the scrap on 


operated. into an oil sump. The magnesium is 








STOP ATHLETE’S FOOT 
THE SANI-MIST WAY! 


“ 







Sage = : 
_—= Don’t Spread It = 


ee" the old fashioned way! 


ee Boe in Takai Ye MSs 
’ . 4 ' \ 


THE NEW SANITARY WAY 





THE OLD WAY 


1. Step on 


2. Mark time [That's ail! 
3. Step off 


Keep your employees’ productivity 





up, and plant accidents down, by 
preventing the spread of Athlete’s Foot fungi in your plant’s shower room 


with the most sanitary foot protective device yet developed. 


The SANI-MISTER Spray Dispenser provides a cooling, refreshing, full 
strength treatment for each user. SANI-MIST solution is individually 
dispensed from a sealed tank, preventing contamination or dilution by 
previously used solution or shower drippings. Workers prefer this 


personal, inviting method to ordinary foot baths or foot pads. 


Laboratory tests show that SANI-MIST solution kills the principal fungi 
causing Athlete’s Foot in less than 30 seconds. The SANI-MIST method 
costs only a few cents a day. For complete details, write TODAY! 


S A N. / -M. / S T / NC. an i Street + Phila. 3, Pa. 


Circle No. 57 on reader service card for more information. 
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constantly kept in storage in the 
bath of protective oil. 

When the sump is full, the oil is 
run off and the scrap is saivaged. 
The sump is designed to hold about 
50 gallons of oil and one cubic foot 
of magnesium scrap. 

The comparatively high flash 
point of the oil makes for greater 
safety in storage and handling, the 
company has found. 

Storage of magnesium is a prob- 
lem in itself. 

As is suggested by the methods 
used by McCulloch Motors Corpor- 
ation in storing magnesium scrap, 
the metal is tricky and needs special 
treatment. 


General experience has discov- 
ered that, to minimize the fire-and- 
explosion hazard, it is essential that 
the metal (including its alloys) be 
kept only in areas that are both cool 
and dry, and that are well ventil- 
ated. 

That magnesium should be kept 
away from areas exposed to pos- 
sible open flame or which are sub- 
ject to unusual fire hazards is obvi- 
ous 

Storage barrels or bins—again, 
this is of vital importance when dust 
or chips are involved—must be kept 
covered and should be plainly la- 
belled as to whatever their contents 
may be. e e 





Show This 
Safety Film 


Use this fine safety film, ‘““SAFE ExIT,”’ in your safety 
program at school, plant or club meeting. Dramatically 
filmed and edited by the makers of VON DUPRIN Fire 
and Panic Exit Devices, “‘Safe Exit’”’ is a public service 
film devoted to the promotion of safety education .. . 
and offered to you absolu ziy free. It is in no sense a 


product story. 


“SAFE EXIT”’ is a 20-minute, 16 mm, black and white 
sound movie, ideal for use in any safety training program 
for children or adults or for informal luncheon club or 


PTA meetings. 


It costs you nothing to show ‘“‘SAFE ExIT’’—not even 
postage! Just fill in and mail the booking coupon request 
below. Send it today . . . help promote safety all year long. 






404 West Maryland 
Indianapolis 9, Indiana 


Date desired 
Type of audience 


Expected attendance 


Organization 
Authorized by 
Address 


City Zone 
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VONNEGUT HARDWARE Co. Von DupRIN Div. 


YEs, we wish to show the 16 mm, sound, B & W movie, “‘Sare Exirt.”’ 


We understand film is absolutely rent-free, postage paid. We 


agree to return film the day following our showing. 


SOHSSHSSHSSSHSSSSSHSHSHSHSHSSHSHSHSHSHSHSSHSHSHSHSHEOSESOSOHEHSSEESESESE 
Circle No. 58 on reader service card for more information. 
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GRINDING WHEELS 
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surround the grinding operation. 
Curiously, added strength, under 
certain conditions, may create an 
additional hazard rather than cor- 
rect a hazard. 

A few examples will show more 
clearly the relationship between op- 
eration and the abrasive product 
used in any wheel, and will point 
out what can happen to induce un- 
safe working conditions. 

For any grinding job, a wheel is 
chosen of a size and shape suitable 
to the machine on which it will be 
used. Grit size, ‘structure, and bond- 
ing material are combined to do the 
work with the greatest possible 
safety and efficiency. 





“Grinding Wheels, Simplified 
Practice Recommendations,” 
R-45-47, representing the co- 
operative work of many 
groups, was first published by 
the Grinding Wheel Institute 
with the permission of the 
United States Bureau of Stand- 
ards, Division of Simplified 
Practice. It is now available 
from the Government Printing 
Office, Washington 25, D. C. 
The pamphlet is divided into 
two parts: (1) shape types, 
which lists standard shape 
types and detailed dimensions 
along with practical bonding 
materials; (2) use classifica- 
tion, which groups the types 
and sizes from Part 1 accord- 
ing to their basic uses. 
Although the pamphlet is 
chiefly intended to promote 
standardization of grinding 
wheels, special attention is 
given to the safety shape fac- 
tor. “It is the safest published 
guide to choice of design of 
grinding wheels,” declares Ex- 
pert Boyd H. Work. 











Wheel breakage which occurs at 
speeds higher than those recom- 
mended carries with it an extra 
hazard: impacts of broken particles 
on protective hoods may go beyond 
the limits of these devices to con- 
tain the thrown-off fragments. 


Preventive Action 


Rules in the American Standards 
Association code which apply to 
higher - than - recommended _ wheel 
operating speeds should also be ap- 
plied in the interests of safety to 
any other radical change. 

If a wheel of greater diameter, or 
of greater mass, or of unusual de- 
sign, is to be mounted on a ma- 
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chine, or if higher spindle speeds 
are to be used, these steps should 
be taken: 
e The machine builder’s approval 
should be secured. 
e The grind wheel manufacturer 
should be consulted. _— ,; 
e Protective devices on the ma- si as 
light of the new operating condi- * t ee 
tions. {S the mos OWE, 
e Stresses involved in the altered ‘ 
operation should be examined in re- s t \'sA 
lation to the shape and design of important g 
the wheel to be used. a 
States Bureau of Labor Stand- e 
ards reveals these facts about our nam 
grinding wheel safety: 
1. Only 28 states have any 


chine should be re-inspected in the 
A survey made by the United P 
standards of safety what- 
































ELIMINATE 
COSTLY ACCIDENTS 


soever. 
2. Seven maintain “safety LINED ASBESTOS GLOVES 
standards’’ — advisory 


guides without legal force. 

3. One state has a safety 
statute especially enacted 
by the legislature. 

4. Twenty states have safety 
codes set up by state 
agencies; these carry the 
force of law. 

The survey, including an an- 
alysis of the differences among 
the state standards and the 
American Standards Associa- 
tion code, is contained in a 
pamphlet called, “Abrasive 
Wheels’, a Comparison of State 
Safety Codes With A.S.A. Code 
B7.1-1947. The pamphlet is 
obtainable from the Bureau of 
Labor Standards, Department 
of Labor, Washington 25, D. C. 


With leather reinforced palm, fingers 
and thumb. 1-pc. reinforcement af- 
fords complete front coverage includ- 
ing back of index finger and thumb. 
Available in 11” and 14” lengths. 
Underwriters grade and comfortable 
design. 


READY FOR INSTANT USE 


GARDWELL FIRE BLANKET 
AND CONTAINER 


Adjustable to wall. Quick bottom 
release. Water-tight seal keeps 
blankets clean and dry. Painted 
bright red and comes complete 
with woolen 66” by 84” blanket. 
Can also be used for asbestos 
blankets 66" x 80” diameter. 


22” gauge steel container. 
20” x 9” diameter. 











In addition, the grinding machine 
has been designed to meet the oper- 
ating requirements of the wheel. 
The machine has a motor capable 
of delivering the required power; it 
has a spindle size which will stand 
up under operation at recommended 
wheel speed; it has guards and other 
protective devices which will con- 


WHY TAKE CHANCES? 


GARDWELL FRANK LEGGINGS 
FOR BETTER LEG PROTECTION 
Easily and quickly adjusted to 


any size leg. Ideal for protec- 
tion against, splash, blow-outs 


tain the wheel fragments in case of <=” and impact. Available in heat- 

breakage. resistant chrome leather, As- 
If some change is made in this bestos cloth, fireproof duck or 

whole balance of wheel and ma- <=” synthetic-impregnated 


chine, without engineering of the — 
other factors to compensate for the 
change, the safety of the operation ——;" 
is endangered. 

Changes in spindle speeds are not 
always given proper consideration. 
They may occur in the course of 
normal shop maintenance. Pulley 


, . 7] 
replacements, or motor repairs CLOTHING EQUIPMENT 
which result in different motor af AND 0. 
speeds, can reach dangerous pro- DESIGNERS AND MANUFACTURERS 


portions. This comes about through 
failure to realize one thing: 


DEALERSHIPS INVITED 


write for catalog Today 
on our complete line 


1990-EAST 69run STREET > CLEVELAND 3°OHIO 
Centrifugal strains set up within PHONE HEnperson 2-0400 


the wheel body are not in direct 
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proportion to their increased peri- 
pheral velocity, but differ as the 
square of this increased velocity. 


For example: 

The centrifugai iorce in a grind- 
ing wheel which runs at 5,590 sur- 
face feet per minute (peripheral 
velocity) is 49% greater than it is 
when the same wheel runs at 4,500 
surface feet per minute. This is 
true, even though the speed in the 
first case is only 22% greater than 
it is in the second case. 

Increased speeds, also, may con- 
tribute to wheel breakage because 
of factors other than additional 
centrifugal force. 


e Extra speed may induce more 
vibration,-~which in itself may be 
destructive. 

e The spindle or bearings may 
fail when speeds go beyond those 
normally allowable with the ma- 
chine. 

A definite safety problem arises 
when wheels of larger diameter 
than those usually employed on a 
machine are used on the same spin- 
dle, without any reduction in spin- 
dle speed. This factor often is en- 
countered with portable air and 
electric tools. 

To illustrate: 

Two wheels commonly applied on 
air and electric portable grinders 





Why Berylco safety tools 


are your best buy | 








| 
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NONSPARKING—teryico Safety 


Tools are safe to use in the presence 
of inflammable or explosive liquids, 
gases and dusts. They are approved 
by Factory Mutual Laboratories, and 
they conform to military and various 
commercial specifications. 





COM PACT—run-of-the-mill safety 


tools make up for their lack of 
strength by size—and their size 
makes them heavy and hard to use. 
Beryico Safety Tools, on the other 
hand, are compact, comparatively 
light in weight, easy to handle, even 
in a cramped work space. 











Remember, too, Berylco Safety Tools are easily 
obtained. They're sold by regional warehouse 
distributors the country over. For the name of the 
one nearest you—and for a complete, illustrated 
catalog of over 400 tools—write THE BeRYLLIUM 
CorPorAtiOn, Dept. 4J, Reading 17, Pa. 
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STRONG & HARD —serytco 


Safety Tools are closer to steel tools in 
strength and hardness because they're 


made of high-performance beryllium 
copper—safety tools made of infe- 
rior materials can bend and break 
easily. Replacement costs are far less. 





WON'T CORRODE—scr water 


and damp air easily rust and pit steel 
tools, and cause moving parts to 
freeze. Berylco Safety Tools are 
noncorrosive—need no special care 
to keep them brand-new. They're 
ideal for marine use—give tanke s, 
etc., double protection. 








are type 1 (vitrified), in 6” and 8” 
diameter. Two machine types fre- 
quently are used in the same plant 
department, also. 

The first machine is set at about 
4,138 r.p.m. spinele speed, to give a 
peripheral velocity of 6,590 s.f.p.m. 
This machine takes vitrified wheels 
measuring 6” in diameter. 

The second machine has a spindle 
speed of about 3,500 r.p.m., with a 
peripheral velocity of 6,500 s.f.p.m. 
It takes 8” vitrified wheels. 

Let’s analyze what results if the 
8” wheel is used on the 6” grinder. 
Since the wheel holes are identical 
(5s”), and since the machine spin- 
dles are alike, too, this transference 
of wheels occurs quite frequently. 


SPECIAL GUARD and safety goggles 
protect this operator of a large grind- 


ing machine tool. The guard keeps 
residue flowing downward, away from 
the machinist. 


The 8” wheel, on the 6” machine, 
runs at 4,138 r.p.m. The peripheral 
velocity is about 8,600 s.f.p.m. Then 
the wheel operates at 1,038 r.p.m. 
more than recommended, with a 
peripheral velocity 2,100 s.f.p.m. 
more than recommended. 

The centrifugal stress tending to 
burst the wheel has jumped 1.8 
times, with an increase of only 33% 
in speed. 

This stress probably is well within 
the limits of the factor of safety 
built into the wheel. If the job is a 
hard one, however, the additional 
operating stress may be enough to 
break the wheel. 

Sometimes wheel breakage occurs 
because of operating stresses, in 
spite of the fact that the wheel has 
been tested at a 50% overspeed, 
with centrifugal force measuring 
21% times as great as it is when 
recommended speed is used. 

To carry further the illustration 
of what can happen when greater- 
than-normal speeds are permitted: 
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Vitrified wheels (type 1), recom- 
mended for an operating speed of 
6,500 s.f.p.m., frequently are used 
where machines intended for resin- 
oid and rubber wheels are used. 

Resinoid and rubber wheels are 
recommended to take maximum 
running speeds of 9,500 s.f.p.m. 

Now and then, 6” vitrified wheels 
have been put on high-speed spin- 
dles revolving at 6,048 r.o.m., giving 
9,500 s.f.p.m., instead of revolving 
at 4,138 r.p.m. with 6,500 s.f.p.m. 

A situation like this is even more 
dangerous than the previously men- 
tioned case of the 8” wheel mounted 
on a machine designed for 6” 
wheels. Why? Because, when the 
larger wheel is used, the excess 
speed amounts to only 2,100 s.f.o.m.: 
while, when the wheel with differ- 
ent bonding material is used (even 
though the vitrified wheel is the 
same size as the resinoid or rubber 
wheel), speeds reach 3,000 s.f.p.m. 


Dangers In Shape 


Another common error is to be 
found when grinding wheels with 
totally different shapes are operated 
at opposite ends of the same spindle. 

The grinding machine tool builder 
takes this possibility into consider- 
ation, and sets the maximum spin- 
dle speed low enough to meet the 
requirements of the wheel with the 
lowest safety shape factor. 

Unfortunately, plant operators 
will pay no attention to the shape 
factor, and will recalculate spindle 
speeds on the basis of the wheel 
which has the higher factor of safe- 
ty. Spindle speeds are adjusted ac- 
cordingly—and the weaker wheel, 
revolving at the same speed as the 
stronger, is endangered. 

Several machines now in general 
use have multiple spindles. Speed 
reductions on these machines take 
account of the shape factor and of 
the grade factor of the wheels. e e 

Photo from Norton Co. 





Sorry! 

As F. M. Bean, safety en- 
gineer for Sangamo Elec- 
tric Company, Marion, Il- 
linois, has pointed out to 
us, the table of “Thresh- 
old Limits For Mineral 
Dusts” that appeared on 
page 37 of our August is- 
sue should have specified 
‘*Million Particles Per 
Cubic Foot” rather than 
‘*Particles Per Cubic 
Foot.” 

Note of this matter of 
millions vs. units was 
taken in the body of the 
industrial dust story, but 
we agree that it should 
have been mentioned in 
the table as well. 
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VESTAL proved it by the tests shown below. YOU can prove it by 
comparison tests on your floors ... The cleaners selected for 
comparison with SKLEEN are good products—are nationally sold 
and distributed. For test purposes they were designated Cleaner 
A and Cleaner B. 


Test panels shown above were all cut from one strip of white linoleum. 
Then, they were soiled . . . exactly the same weighed quantity of the 
same type soil was evenly applied to each panel. 


THEN, THEY WERE SCRUBBED BY THE VESTAL DETERGENCY TESTER* 





t 


tu We 








50 STROKES WITH 
CLEANER A 


50 STROKES WITH 
CLEANER B 


NOTICE THE DIFFERENCE BETWEEN THESE PANELS 
SKLEEN is 17% more efficient than Cleaner A 
SKLEEN is 30% more efficient than Cleaner B 


50 STROKES WITH 
SKLEEN 





5 * The Vestal Detergency Tester was developed 
an by Vestal to aid its search for superior prod- 
ucts. Basically it scrubs a test panel by means 
of a standard brush under standard weight 
propelled by a standard driving mechanism. 
The percentage efficiency of a detergent is 
determined by measuring light reflectivity of 
the panel before and after scrubbing. 


*A complete description of the Vestal Detergency Tester is contained in the June 1951 
issue of the Journal of American Oil Chemists Society, page 267. 








VESTAL, INC., 4963 Manchester, St. Lovis 10, Mo. Dept. F 


(_) Have your Vestal representative demonstrate SKLEEN for me. 


() Send a free copy of report containing results of scientific tests 
on SKLEEN’S performance 





NAME - ee 
INCORPORATED Op ees ee 
4963 MANCHESTER AVE. 
ST. LOUIS 10, MO. City STATE 
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FOLDER! 
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do you have a plant 


DERMATITIS PROBLEM? 


If you have, you'll want a copy of this completely in- 
dexed, easy-to-use safety reference book. Order your 
copy now or send for descriptive folder. Price: $25. 


@ The Handbook gives immediate answers on what 
to do about hundreds of safety hazards. Whether 
you are a veteran or a beginner in safety work, this 
complete handbook, written in non-technical langu- 
age, belongs on your shelf. 


INDUSTRIAL BOOK COMPANY 


1240 ONTARIO ST. e CLEVELAND 13, OHIO 
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FIRE SCHOOL 





Continued from page 37 


Included among the Granite City 
Steel Company plant extinguishers 
are the familiar soda-acid and car- 
bon tetrachloride types. Foam, car- 
bon dioxide (dry ice), and powder- 
type extinguishers also are main- 
tained. 


House Organ Used 
For Further Education 


For the benefit of employees who 
did not attend the school, the vari- 
ous types of extinguishers were dis- 
cussed thoroughly in an article in 
The Mill, monthly Granite City 
magazine. Particular attention was 
given to the possible hazards in- 
volved in using extinguishers for 
the wrong kinds of fires—applying 
a soda-acid extinguisher jto an elec- 
trical fire, for example,jor turning 
loose carbon tetrachloride in an en- 
closed room. 


Success Produces 


Future Schools As Well 


The 1953 school was so successful 
that the training program has been 
made an annual affair. 


This month, October 4 through 8, 
Granite City Steel Company will 
conduct its 1954 school. It is plan- 
ned to give every “student” the 
most realistic possible approach to 
the kinds of fire hazards he meets 
on his daily job. 


Testing areas will be set up with 
stairways, leaky oil lines, electric 
motors, “spill fires’—even a real 
building will be set on fire. 


School To Close 
With A Contest 


Climax of this year’s school will 
be a contest on the last day between 
two fire brigade teams, plus any 
others who want to enter. Contes- 
tants will be judged on their speed 
and method of handling various 
phases of fire-fighting. Prizes will 
be offered to the winners. 


No one-shot effort in the fire- 
prevention and fire-fighting field 
can be successful, in the opinion of 
Safety Director Parker. Repetition 
builds both confidence and _ skill 
among workers trained to use ex- 
tinguishers. It helps, too, to keep 
a constantly growing force of men 
educated in the ways to hold down 
fires. And it helps to keep that force 
acquainted with the latest, most ef- 
ficient means of hitting small blazes 
when they start. e e 
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AFTER A HEART ATTACK ... WHAT? 





The annual drain on industrial 
talent caused by heart disease has 
been no less painful and costly to 
employers than it has been to the 
individuals afflicted. 

During the war years, when the 
supply of skilled labor was acute, 
industry started to fit the cardiac 
patient into selected jobs. It soon 
became apparent that far too many 
heart patients had been shelved 
when actually they were capable of 
many years of useful work. 

Employers were afraid to hire the 
person with heart disease. No one 
knew for certain just which jobs he 
could safely do. In other words, 
how “light” is a “light” job? 

Recognizing the need for more in- 
formation on job placement of card- 
iacs, the New York State Employ- 
ment Service in 1940 asked the New 
York Heart Association for help. 

As a result, the first work classi- 
fication clinic was established in 
1941 at New York’s Bellevue Hos- 
pital under the leadership of Dr. 
Leonard J. Goldwater. Here, basic 
methods were developed for fitting 
a cardiac-impaired worker to a job 
he could do safely. 


Continued from page 33 


Since then, twelve such clinics 
have been set up by local affiliates 
of the American Heart Association. 





VITAL CAPACITY is being measured 
by Dr. Hellerstein director of the 
Cleveland Work Classification Clinic. 
(left), The machine measures lung 
capacity under various conditions. 


All the clinics use the same basic 
approach to fitting a heart patient 
with a job: 

e They determine the capabilities 
and limitations of the individual. 

e They evaluate the physical and 
mental demands of potential jobs. 

e They match the physical and 


mental capabilities of the individual 
with the demands of the job. 

In short, work classification clinics 
give both employer and employee 
precise recommendations for em- 
ployment. By eliminating general- 
izations, they help overcome the two 
big obstacles to the employment of 
persons with heart disease: 

1. The reluctance of employers to 
hire such applicants because of the 
difficulty of estimating what they 
can do. 

2. The patient’s own fear as to 
whether he can work and how 
much energy he can expend. 


Cleveland Clinic 
Illustrates New Work 


The clinic in Cleveland is an out- 
standing example of these new facil- 
ities which are rapidly being estab- 
lished throughout the country un- 
der the sponsorship of local chapters 
of the American Heart Association. 

A study had been made in the 
Cleveland area by a group of cardi- 
ologists, industrial physicians, and 
business men which showed the 
need for better placement of heart 
patients in industry. The growing 
incidence of the disease in an aging 


Continued on next page 
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FOR — 
ambulances 
rescue squads 
industrial plants 
playgrounds 
athletic fields 


$] 7 20. 
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— F.O.B. OMAHA 





The first-aid sensation of the decade. 


ireogmnine Emergency Spl 


Gives Complete Immobilization 
of Injured or Fractured Members. 


A masterpiece of simplicity, the new 
Timmins splint answers a long-felt need in 
rescue work and first aid. It gives complete 
immobilization to the injured arm, leg, back, 
neck, ankle, or other members of the body 
and assures safe removal of the injured 


party from the scene of accident. 






EASY TO ORDER — JUST CLIP THIS COUPON 


Please send me 


Firm Name 


_ sets of Timmins Splints, and full infor- 
mation. Money back guarantee. 


Timmins spuint compANY 
1305 Farnam Street, Omaha, Nebraska 





Address 





City 


State 





Order By 
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HEART ATTACK 





Continued from previous page 


population, the obvious extrava- 
gance in not using all the manpower 
available, and the social implications 
of needless unemployment, were 
factors that won industry’s interest 
in the problem. 


As a result, the Republic Steel 
Corporation made a grant to the 
Cleveland Area Heart Society with 
the provision that it be used to es- 
tablish a work-classification clinic 
-the second in the country. 

Patients must be referred to the 
clinic by industrial or private phy- 


sicians, social service departments 
of hospitals, or vocational and social 
agencies such as the Veterans’ Ad- 
ministration, Bureau of Vocational 
Rehabilitation, and the Ohio State 
Employment Service. 

Findings and recommendations 
are sent to the patient’s physician 
or referring agency. The services 
are free. The clinic is supported 
entirely by the Cleveland Area 
Heart Society. 

Because the process of evaluating 
heart patients in terms of employ- 
ment is complex and requires many 
skills, a team of specialists works 
with each individual and its findings 
are combined. The clinic team in- 
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especially adapted to 
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Hf it’s‘ Vaseline’ Petrolatum Gauze 
it’s sterile at the time of use. 
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By request... 


Developed to meet the widespread 
demand for a narrow dressing for 
small area burns and abrasions, for 
finger and hand injuries, for nu- 
merous other first-aid applications. 
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cludes a_ cardiologist, 
counselor, and a 
worker. 

First step in a day-long session 
with a patient is to determine accur- 
ately how much work his heart can 
do and the probable future course 
of his heart disease. Laboratory 
tests include fluoroscopic examina- 
tion of the chest, electrocardiogram, 
exercise tolerance tests, and tests of 
the function of the lungs, blood, and 
urine. 

The patient then has an interview 
with the vocational counselor, who 
knows in detail the nature of vari- 
ous occupations. Surprising fact is 
that over 85% of the people who de- 
velop heart disease can go back to 
their previous occupation. 


vocational 
medical social 


FLUOROSCOPING the heart and 
lungs is the first step taken in the 
study of a*heart patient at the Cleve- 
land Work Classification Clinic. Dr. 
Herman K. Hellerstein and Dr. Wil- 
liam T. Moir are conducting this 
examination. 


The stresses of traveling to and 
from the job, perhaps by overcrowd- 
ed bus, necessitating standing on the 
way—the work load imposed by 
climbing stairs to a locker room lo- 
cated a floor above the place of work 
—even a 300-yard walk from the far 
end of a parking lot (a situation 
which could be avoided by assigning 
a special parking place—all may far 
exceed the expenditure of energy 
required actually to perform the job 
itself. These are factors the voca- 
tional counselor looks for. 

Studies in many plants over a 
period of years indicate that limita- 
tions required for proper placement 
of cardiacs can be simply stated. 
They usually involve only prohibi- 
tions of heavy labor—such as heavy 
lifting, climbing, and so forth. 

In looking for new employment 
possibilities, the vocational coun- 
selor considers such factors as age, 
race, previous training, literacy, ed- 
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ucational background, work history 
and work performance, vocational 
interest in hobbies, skill levels, and 
job opportunities. 


The medical social worker is in- 
terested in the patient’s emotional, 
economic, and_ social problems, 
which play an important part in 
determining the person’s ability to 
work. 


In 46% of the patients studied at 
the Cleveland Work Classification 
Clinic, emotional factors were next 
in importance to the heart disease 
itself in restricting employment. 
When a person contracts heart di- 
sease, the foundations of his normal 
existence are threatened. Frequently 
he is overwhelmed by fear of dis- 
ability or sudden death. The medi- 
cal social worker helps him reach 
the adjustment he needs—helps free 
him from this fear by careful 
counsel. e e 


BRING FIRE TO YOUR PLANT 
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the city or company fire department 
arrives — what equipment to keep 
on hand — these are the kinds of 
ideas covered. 


Lumbermen’s main purpose, de- 
clares Marlowe, is to stir interest in 
fire-prevention and fire-fighting 
among company workers to the 
point that they will try harder to 
eliminate causes of fire where they 
work. 


Whenever a demonstration is ar- 
ranged, Lumbermen’s tries its best to get 
the cooperation of the local fire depart- 
ment or of the local fire prevention and 
accident prevention bureaus. 


Up to now, the company has man- 
aged to secure such cooperation in 
very nearly 100% of the towns 
where it has sent its truck. Most city 
authorities are only too happy to 
lend support to a program of this 
kind. Usually, they even supply ad- 
visory experts to help put on the 
demonstration. 


Truck equipment includes a wide 
assortment of fire-fighting tools: 


20 lbs. carbon dioxide 

2% lbs. foam 

10 lbs. dry chemicals 
Automatic alarm system 
Safety cans for storage 

2% lbs. soda acid 

2% lbs. tank 

1% qt. carbon tetrachloride 
“Electrical defect” panel 
Tornado blower for cleaning 
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Edmont Case No. 502: Handling lumber, vitrified tile, etc., Edmont job-fitted gloves 
with coated palms outwore canvas up to 10 times, gave safer grip and protection 
against hand injury. 


Safer work handling 
with job-fitted gloves 


3 TO 10 TIMES LONGER WEAR 


By fitting the glove to the job, you can 
substantially reduce lost-time accidents 
due to hand injuries. At the same time, 
you effect cost savings of 40°% to 70% 
through longer wear, and improve em- 
ployee comfort and morale. 


Edmont makes over 50 standard types of 
gloves, palm coated or fully-coated with 
Neox (reinforced neoprene), natural rub- 
ber or vinyl plastic coatings. There’s a type 
for practically every handling requirement 
including resistance to cutting, abrasion, 
, oils, greases, acids, caustics, solvents, de- 
a greasants, extremes of heat and cold, ete. 
Our laboratory also develops special types 
for special conditions. 





No. 62W Grab-it 
rough rubber coated 


Edmont Case No. 208: Handling explosives in 
fiber cases, Edmont palm coated Grab-it gloves 
outwore leather palm gloves 3 to 1 and gave 
positive non-slip grip at all times. 


Edmont Case No. 356: In handling laminated 
plastic, leading appliance manufacturer found 
No. 151 Edmont’s new PLAX gloves (light plastic- 
Plax plastic impregnated fabric) outwore canvas 4 times, 
impregnated and gave better protection against sharp edges. 


FREE JOB-TEST OFFER: Send us a description of your operation, mate- 
rials handled and temperature condition. Without cost, we will recommend 
the correct glove and send free samples for you to job-test. 


The Edmont Manufacturing Co., 1244 Walnut Street, Coshocton, Ohio 


World's largest maker of coated industrial gloves, } 
available through leading industrial suppliers. man 


Edm 


Edmont iob-tittea se 
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THERE’S NO DANGER IN BERYLLIUM work clothes from two to five times 





Each week, during the first six 
months he is employed, the worker 
must report to the plant dispensary. 
His vital capacity and his weight 
are checked. Checks are made for 
allergic reactions to the chemicals he 
must use. He is asked about his ap- 
petite and about whether or not he 
has had colds or has experienced too 
much of that old tired feeling. 


Special Safety 
Aids Used Liberally 


Special safety equipment is used 
liberally. 

As in many plants, wherever there 
are dust, fumes, and gases which 
may be either unhealthy or unpleas- 
ant, a respirator (supplied by the 
company) is required to be worn by 
every worker. The only exception is 
in those areas where ventilating 
equipment can remove-the air pol- 
lution. 

What makes this part of the 
Beryllium Corporation program un- 
usual is the fact that, at the close of 
each shift, the worker may turn in 


a week. 
Continued from page 35 Lockers for employees requiring 
special work clothes are divided in- 
his respirator, for which he is hand- to two sections—one for street wear, 
ed a sterilized replacement pack- the other for work garments. Thus, 
aged in cellophane. any transfer of injurious dust from 


work clothes to street clothes is 
prevented. 

Showers are available for all em- 
ployees. Those who work in areas 
where, because of conditions, special 
work clothes are required, must 
shower at the conclusion of every 
shift. Time taken up in showering 
is counted as worked time. 

All the usual safety equipment 
precautions are taken. Safety gog- 
gles, gloves, face shields, leggings, 
special boots and foot guards—these’ 
are furnished by the company and 
are required wear, when they seem 
necessary for healthful, accident- 
free work. 

The safety shoe program is volun- 
tary, but it has secured from 80% 
to 90% employee participation. 
CALCINING FURNACE operator re- It should be noted that special 
quires respirator, but no other special precautions are generally limited 
protective equipment. ape 

to the chemical activities of the 
Beryllium Corporation. Alloys con- 





If there is :.ny chance that beryl- taining 24% or less of beryllium 
li.m dust, fumes, or other irritants may be handled safely under ac- 
may come in contact with the skin, cepted standards for the metal- 
the worker is issued special outer working industry. 





LENS LENS KLENSM KLENSM LENS 


It Takes Foresight 
TO SAVE EYESIGHT 


Factory workers will wear eye-safety goggles to 
reduce permanent or temporary disfigurement when 
K-LENS-M Liquid Lens Cleaner and K-LENS-M Anti-Fog- 
ging Liquid are available to eliminate the excuses that 
safety glasses are dirty, foggy, smeared or scratched. 
Encourage your employees to practice eye-safety by install- 


ing efficient and economical goggle 


K-LENS-M Lens Cleaning and Anti-Fogging Station. 

This compact unit contains the K-LENS-M Lens Cleaning 
Liquid; K-LENS-M lint-free lens tissues, with sanitary tissue 
disposal space; and the K-LENS-M Anti-Fogging attachment. 
Safety Engineers endorse these K-LENS-M products and 
leading companies throughout the world use K-LENS-M. 








Use K-LENS-M in your eye-safety 
program and see the results. 
For Demonstration, Visit Booth 58, National Safety Congress, October 18-22, Chicago 


KUENSM KLENSM -KLENSM | -KLENSM | KLENSM 
94 


KLENSM IKLENSM LENS 


cleaning units . . . the 





K-LENS-M Liquid Lens Cleaner is the most effective and economical cleaner for 
both glass and plastic. K-LENS-M Anti-Fogging Liquid keeps goggles and glasses 
free of fog for the entire workday. 


K.LENS-M THE WILKINS CO., INC. 


The Acknowledged Leader Cortland 3, N. Y. 


in the Lens-Cleaning Field Send for FREE sample on your company letterhead. 


KLENSM LENS KLENSM KLENSIM LENS LENS KLENSIM LENS | KLENSIM LENS KLERSIM 
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There Are 
Other Dangers, Too 


The part of the program already 
described is concerned almost alto- 
gether with health and safety prob- 
lems associated with handling beryl- 
lium and its alloys. Like any other 
plant, however, the Beryllium Cor- 
poration has a big variety of haz- 
ards not at all connected with 
beryllium. 

Acids are used extensively, and 
can affect the upper respiratory 
tracts of people who work with 
them. Also, they carry the: constant 
danger of burns and dermatitis. 

Fluorides and soda ash carry their 
own problems—problems shared by 
many plants. Skin disorders and 
disorders of the throat and lungs 
can be produced by both. 


EI a 


DENTAL EXAMINATIONS are given 
Beryllium Corporation employees as 
part of the check-up on _ physical 
condition. 


These more common hazards :re, 
in the opinion of the Beryllium 
Corporation’s safety engineer Ger- 
ald White, met effectively by the 
measures taken particularly to solve 
the difficulties involved in handling 
beryllium. 


Results? They 
Couldn’t Be Better! 


What’s happened at the Reading 
plant as a result of all this planning? 

e Continuous tests and annual 
X-ray examinations of all em- 
ployees have proved that existing 
lung disorders are not made worse 
when employees go on working in 
the plant. 

e Not a single instance of lung 
disease has been found that could 
be traced to beryllium. Allowance 
must be made for a few recent cases 
having conflicting diagnoses which 
are not yet settled. 

e No case of malignancy ever has 
resulted from a cut received in 
handling beryllium. Ordinary first 
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| Stop Athletes Foot 
| the Logical Way... 


Build RESISTANCE 
to fungus attack! 


The main cause of Athlete’s Foot is the mod- 
ern shoe (USPHS Bul. R-674). Shoes soften 
and devitalize the skin. Fungus spores— 


Vv 





—— oe eae 








which are everywhere—thrive on this weak 
skin. 

The be st way to fight Athlete’s Foot is to stop 
trying to kill the fungus. Concentrate in- 
stead on restoring the skin's resistance to fun- 
gus attack. (Report of 91 Skin Specialists, 
Archives of Dermatology and Syphilology, 
April, 1942.) 

ONOX Skin-Toughener does that! 
SAFE ee SANITARY e _— EFFECTIVE 
Nothing to get out of order 


AAT 





NS The Onox sponge forces Onox up between the 
toes where it is most needed. Daily use of an 


Onox saturated mat makes it safe to walk bare- 








foot anywhere, No danger of reinfection, Fun- 





Fungus Spores Thrive on Shoe- 


Softened Skin gus spores can’t grow in Onox and can’t grow 





@ on a skin regularly toughened with Onox. Aver- 
‘ . 

age cost is only 1c per man per week. 
‘ ° ‘ 

4 N Y 


cof lt. WV Workers prefer Onox to other methods. They 
a sie 
{ t y know Onox clears and prevents Athlete's Foot 














the logical way. 
Onox Sponge Forces Onox Up 

Between Toes Where Most 

Needed 


Used by over 70% of the largest manufacturers 


Remember 
Onox is a SKIN TOUGHENER. Instead of trying to kill the fungus, 
Onox restores the skin’s natural resistance to fungus attack. Result — 


healthier feet, happier, more productive workers. 


Try ONOX on a 60-day test NOW! 


Order enough Onox and footmats for 60 days use. You 
pay nothing unless fully satisfied. 


For full details, write 


Head Office: 127 Second Street, 
San Francisco 5, Calif, 
Warehouses: Brooklyn, Cleveland, 
New Orleans, Hawthorne, Calif. 


Originators of the skin-toughening method of Athlete's Foot Prevention 
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THERE’S NO DANGER IN BERYLLIUM 





aid treatment has brought about 
quick healing in every occurrence, 
although such cuts are sustained 
often. 

e During the last three years, not 
one worker has lost time because 
of dermatitis. Previously, three or 
four lost-time dermatitis cases had 
been recorded each month. 

e Since 1951, beryllium poisoning 
has been a compensable occupa- 
tional .disease in Pennsylvania. Only 


Continued from previous page 


has been filed, and that a very re- 
cent one. 

These results are attributed by 
both the Beryllium Corporation and 
the Pennsylvania Bureau of Indus- 
trial Hygiene to the outstanding 
care taken by the company to make 
the handling and _ processing of 
beryllium safe—and to neglect no 
precaution that can be taken in re- 
gard to other hazards. 

In particular, the insistence upon 


claim for such compensation ever 


special work clothing and gloves 











THE SOLUTION TO AN OLD INDUSTRIAL PROBLEM 


Corilact Dermaililis 























VEREX—ao general purpose barrier cream 
widely used in both the office and the plant, 
in the mechanical, textile, chemical, rubber 
and process industries—protecting the skin 
against coolants, dirt, grease, inks, cement, 
sulphur, dust, carbon black, etc. Protects 
against casual contact with poison ivy. Sooth- 
ing to the skin. Washes off with soap and 
water. 

CLEREX—oa gel which protects the skin 
against organic solvents. Forms a continu- 
ous, strong elastic skin-adherent film which 
does not interfere with tactile sensation. 
The film is insoluble in all anhydrous organic 
solvents, such as the hydrocarbons (benzine, 
benzol, toluene, gasoline, varsol, turpentine, 
kerosene, solvent naphtha), the chlorinated 
hydrocarbons, nitriles, and the polymerizable 
monomers (styrene, acrylonitrile, and unsat- 
urated esters for producing polyester resins). 
Used in making and using paints, varnishes, 
plastics, polyester resin—fiber-glass compo- 
sitions, lacquers, inks, and in metal degreas- 
ing using trichlorethylene. Washes off with 
soap and water. 


H-R CREAM is a modification of CLEREX 
(having a vanishing cream base) also used 
for solvent protection. 


HYDREPEL-A is a protective cream which 
forms a film on the skin, protecting it against 
water solutions. A _ plasticized ethyl cellu- 
lose-castor oil composition in a vanishing 
cream base, it adheres to the skin in spite 
of washing with soap, detergents and water. 
It resists weak acids, alkalis, aldehydes and 
water solutions of salt and other water sol- 
uble compounds. It may stay on the skin for 
long periods if desired—without removal. 
Easily removable by an alcohol solution— 
HYDREPEL REMOVER. 

HYDREPEL-S is a protective composition 
useful against more severe exposure than 
HYDREPEL-A. Here a plasticized ethyl cel- 
lulose-castor oil composition in a vanishing 
cream base is combined with a_ suitable 
silicone oil to reinforce its resistance to a 
variety of reagents. Because of greater 
cost, recommended only where HYDREPEL-A 
does not meet required exposure condi- 
tions. Easily removeable with HYDREPEL 
REMOVER. 


HYGIENE RESEARCH Inc. 


2704 South Hill St., Los Angeles 7, Calif. 





684 Broadway, New York 12, N. Y 


Literature and Samples on request. Write Dept. 054-1 
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where they appear necessary is be- 
lieved to have been responsible for 
slashing the dermatitis rate from 
the one-time average mentioned to 
nothing at all. 

More generally, Dr. Shilen’s tests 
have indicated that Beryllium Cor- 
poration employees—a large major- 
ity of them, at least—gain weight 
during their work for the company. 
Their vital capacities stay in the 
normal range, as an accompanying 
table indicates. 


General Precautions 


Authorities seem pretty well 
agreed that the maximum allowable 
concentration of beryllium in the 
air for safe working conditions is 
two micrograms per cubic meter. If 
anything beyond this concentration 
is reached, special work clothes and 
respirators are required. 





LEGGINGS AND MASKS are re- 
quired for employees who pour molten 
beryllium alloys into ingot molds. 


Among recommendations made 
for the handling of beryllium and 
its compounds are these: 


e Nothing containing the element 
should be allowed to get into 
streams or other sources of water 
supply. 


e No lunches should be kept or 
eating permitted in any area where 
there is an excessive concentration 
of beryllium dust in the air or 
where beryllium is being used. 


e Extra care in plant housekeep- 
ing should be taken in areas where 
beryllium is stored or processed. 


e Cuts from beryllium products 
should be reported at once, no mat- 
ter how minor they may seem, to 
the dispensary. @ e 

Thanks are due the Beryllium 
Corporation for photographs and 


editorial assistance in the prep- 
aration of this article. 
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YOUR HEATING PLANT—IS IT SAFE? 





them. Resulting scalds of workmen 
have been both painful and dis- 
abling. 


Safety Valves 
Aren’t Enough Protection 


Safety valves for all water and 
steam boilers are a must, of course. 
Sometimes, curiously, workers need 
to be taught their purpose. Firemen 
have been known to fasten down 
such valves—and to be blown sky- 
high in the inevitable explosions. 

The valves alone are not enough. 
They must be regularly inspected. 
It is especially important to see that 
safety valves have free action and 
that any feed valve placed between 
a feed tank supply and the boiler is 
fully open. 

Look, too, to be sure that no stop 
valves are shut on flow and return 
lines unless there is an open circuit 
connected with the boiler. Safety 
valves must be in direct line with 
the boiler without any intervening 
stop valves. 

In a 1954 case, a large industrial 
pressure cooker exploded violently. 
The causes were two: 

e The cooker had been subjected 
to too much pressure. 


Continued from previous page 


e No steps had been taken to 
make certain that the valves were 
working properly. 

The passages to both the safety 
valve and the pressure gauge should 
have been examined thoroughly be- 
fore and after each use of the cook- 
er. Only by this process could it be 
certain that the lines were free from 
obstruction. 


Test Themorstats— 
Analyze The Water Supply 


Thermostats deserve a word in 
this consideration of heating plant 
safety. Whenever a thermostat is in 
use, there is marked risk of explo- 
sion arising from boiler overheating. 
The failure of a defective or im- 
properly adjusted thermostat to 
control temperature at the correct 
level is especially dangerous when 
an oven is involved. 

The lesson is obvious: perform- 
ance of all thermostats must be 
checked at regular intervals. If 
there is any hint that excessive tem 
peratures are occurring in the heat- 
ing system, immediate investigation 
must be undertaken, with necessary 
remedies to follow. 

Water sampling and water an- 


alysis are key necessities in the 
battle to keep the plant heating 
equipment operating safely. These 
processes should be used to deter- 
mine how often the boiler and pipes 
need defurring. 

Since the mineral and chemical 
content of water varies widely from 
place to place, it cannot be predicted 
(without careful, continuing an- 
alysis) how boiler interiors will be 
affected over a period of time. 
Sealing, pitting, and corrosion all 
can cause explosions. 

Nor can the safety man’s attention 
to the heating plant stop with what 
passes through the boiler and the 
pipes. The characteristics of boiler 
and fittings are also of paramount 
importance. 

A good many heating plants make 
use of cast iron piping. Cast iron is 
a metal with its own queer behavior. 
Whenever it is used in piping, there 
is the probability of plant failure 
due to the performance of the metal 
under stress. 

Steel, too, has to be watched. It 
has its individual weaknesses, just 
as iron does. Steel goes in, in a big 
way, for internal deterioration. 

Pipe failure, whatever metal is 
employed, can have spectacular con- 
sequences. If, however, piping is in- 
spected regularly, this element of 
risk can be almost completely can- 
celled. “There’s profit in preven- 
tion” is at no time so true as in 
heating plant safety control. e e 











NOT TO BREAK! 


rugged piano-hinged cover. 
itself to maintain and clean. 





Built of rugged heavy cast aluminum, they are 
designed to hold water for this purpose—and they 
can never rust through or wear out! GUARANTEED 


Although they are built for heavy industrial use— 
and abuse—you'll find that your employees will 
use—not abuse these DUNKING STATIONS! 

Integral brackets for hanging, wide slot and 
They are simplicity 


DROWN FIRE HAZARDS WITH 


SIPCO DUNKING STATIONS 


Cigarets, Cigars, Matches, Etc. 
Immediately Extinguished! 


NO SMOLDERING IS POSSIBLE 


It’s not the cigaret or cigar that's being smoked that 
causes fires— it's after they're discarded and forgotten that 
they become a terrible fire hazard! 

SIPCO DUNKING STATIONS end this fire hazard once 
and for all by immediately drowning every last dangerous 
spark. 


Why not 


UNIT NO. 2 
UNIT NO. 3 


rid your 
smoldering fire hazards by install- 
ing SIPCO DUNKING STATIONS? 
They are economical, attractive— 
the perfect solution to the smoking 
problem in your plant! 


UNIT NO. 1........Canister, sign, upright & base 


.....Canister alone (not illustrated) 
WRITE TODAY FOR DESCRIPTIVE LITERATURE 


STANDARD INDUSTRIAL PRODUCTS CO. 


116 SOUTH GARFIELD AVENUE * Dept. M e 


plant of 





Canister & sign 


PEORIA, ILLINOIS 
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YOUR HEATING PLANT 





Continued from page 59 


Watch Piping 
For Possible Breaks 


Pipe fractures, also, are top 
causes of plant damage and of 
severe injury to boiler room 
workers. 


In Great Britain, one case cen- 
tered around the breaking of a cast 
iron pipe. A workman was seriously 
scalded. 

The pipe involved spanned a fac- 
tory roadway. A blank had been 
inserted in a coupling joint at one 
end because the pipe no longer was 
used to convey steam to the building 
on that side of the road, which was 
furtherest from the steam supply. 
Nevertheless, there was steam pres- 
sure in the pipe whenever the heat- 
ing plant was operating. 

What happened? What 
have been done? 

e The pipe had been mishandled 
when the blank was inserted—a 
foolish move when the poor tensile 
strength of some cast iron is con- 
sidered. 

e The blank should have been in- 
serted as near to the source of steam 
as possible, since it was creating a 
hazard to keep the pipe under pres- 
sure when it was no longer needed. 

e The cast iron pipe should have 
been replaced with steel pipe if the 
equipment was to be out of use for 
some time, and yet was to be re- 
tained for possible future service. 


should 


**Lagging”’ Can 
Help Avoid Accidents 


In one chemical plant where there 
is a great deal of steam piping, the 
golden rule is this: “All piping must 
be lagged.” (Lagging is simply 
building a shelter, usually of wood, 
around the pipes.) 

Why has this golden rule been 
adopted? For two reasons: (1) lag- 
ging helps prevent heat losses; (2) 
lagging generally prevents freezing 
with the consequent danger of burst 
pipes. 

Many a break has occurred in fac- 
tories when boilers have been fired 
after a cold-weather flue cleaning 
or overhaul. Every break can mean 
injury to people as well as damage 
to plant facilities. 

Fitting fusible plugs in all boilers 
is of outstanding importance. Fus- 
ing of the plug, by allowing water 
to escape, protects the boiler tubes 
whenever overheating occurs (as 
may happen due to low water). 

A metal cage guard should be fit- 
ted on the sight glass of any boiler. 
Numbers of unprotected _ sight 
glasses have been broken when tools 
or ladders have bumped against 
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GET THE FACTS 
about SCHMIEG Equip- 
ment Before you Decide: 


a: — i 
DUST and FUME 
ELIMINATORS 




















SPRAY 
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MECHANICAL 
WASHERS 


All SCHMIEG equipment is designed, engineered, manufactured, and installed with the fun- 
damental objective of protecting and improving the quality of the product you manufacture. 


INDUSTRIAL 
OVENS 


CONSULT SCHMIEG ENGINEERS and find out how h 
a SCHMIEG installation will keep your plant opera- 
ting at highest efficiency levels at lowest possible cost. 


INDUSTRIES 1c 
AD 4 Manufacturer j 








DERMATITIS 
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Most of these were of the arms 
and legs, although in some there was 
also a breaking out on the face. Ap- 
parently too much chlorine was 
given off from the oil in the grinding 
operations. A change back to oils 
previously used resulted in a prompt 
reduction in the number of cases. 


Folliculitis 


Folliculitis is a form of dermatitis 
that comes from cutting oils which 
get on the hairy surface of the skin, 
especially the face and neck, and 
even through the clothing. Follicul- 
itis results from plugging of the hair 
follicles (where the hair grows) 
with oil, grease, or dirt. It is usually 
found on the hands, forearms, and 
legs. 

You will notice that the skin sur- 
face is studded with little black dots. 
These are the plugged hair roots. 
Sometimes these dots become in- 
flamed and fill with pus. 

Folliculitis can be successfully 
treated by cleanliness and proper 
antiseptics. 


Washing Up After Work 


Dr. Paul C. Campbell, Jr., of the 
United States Public Health Service 
recommends that workers with cut- 
ting oils should be provided with 
adequate washing facilities. 

They should have clean work 
clothes frequently with sleeves and 
aprons made of some impervious 
material such as the new plastics, 
which the oil will not penetrate. 

Workers should use mild soaps or 
one of the sulfonated oil cleansers 
rather than solvents, strong bleaches, 
and harsh abrasive soaps when 
cleaning up at the end of the day. 

Those with a tendency to dry skin 
should rub in well some soothing 
cream such as lanolin and olive oil 
to which has been added 2% of 
wetting agent, such as a fatty al- 
cohol sulphate. 

If such a soothing cream is not 
furnished by the company it can be 
made up by a druggist. Clean towels 
and clean waste or wiping cloths 
should be furnished daily. 


Preventive Cleanliness 


Cleanliness is by far the most im- 
portant single measure for the pre- 
vention of dermatitis. 

By cleanliness we mean not clean- 
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MAICO AUDIOMETER MODEL F-1 
(STANDARD) 


A Missing Link 


: in your 
industrial 
health 
examination 
program? 





eyes, the heart, the lungs 


0 you examine the ears? 


Guard against fraudulent or unwarranted 
industrial deafness suits! Maico’s model 
F-1 Audiometer evaluates hearing ability 
electronically . . . gives you a 

record of pre-employment hearing losses, 
and—through periodic re-testing —detects 
and measures any subsequent losses that 
may develop during employment. Write 
today for free booklet that tells how Maico 
Audiometric testing may save your firm 
thousands of dollars in fraudulent or un- 
warranted claims. 


SEND FOR FREE BOOKLET 


66P MAICO BUILDING 
MINNEAPOLIS 1, MINN. 


Circle No. 72 on reader service card for more information. 








NOCON — SAFETY-SOLVENTS 








FREE 
TECHNICAL BULLETIN 











Replace (thins 














Carbon- Tetrachloride 





Full line — Lew Toxicity — High Flashpoint 
Slow to Highspeed drying features 
Non-Combustible Solvents — SAFE for all metals 
Proven Safety Solvents for classified production 
WRITE FOR FURTHER INFORMATION 











62 WILLIAM STREET 


INOCON PRODUCTS CORP, New Yorn 5, New Yorx 


Circle No. 73 on reader service card for more information. 
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dirty wiper 


...Another good reason 
for switching to 


Scott Wipers! 


Because a clean, fresh one is al- 
ways available—Scott Wipers pro- 
vide a constant source of clean 
chip-free wiping material. 


Scott Wipers are sanitary and 
disposable. They greatly reduce 
the costly scratches and digs in 
finished work caused by chips 
lodged in wiping materials. They 
end the laundering problem and 
simplify distribution and control. 


Scott Industrial Wipers are two- 
ply and tough yet soft and absorb- 
ent. Compare them with whatever 
wiping material you’re using now 
—for cost, for convenience, for 
performance. 


The Scott representative or dis- 
tributor in your area will be glad 
to help you set up a production 
line demonstration in your plant. 
Call him or mail this coupon today. 


Scott Paper Company, Dept. OH-1, Chester, Pa. 
Please send me full information on Scott 


Industrial Wipers. 


Name_ 





Position 





Company 





Address 





City 
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CUTTING OILS—AND DERMATITIS 





liness of person, but cleanliness of 
the work room, the machine, work 
clothes, and the oil. 


Adequate washing facilities should 
be provided for workers handling 
industrial skin irritants. 


Hot and cold running water with 
mild toilet or liquid soap should be 
provided. 

Where work is unusually dirty, 
shower baths should be available 
with insistence that they be used as 
often as the type and amount of 
skin irritant exposure requires. 

Clean towels should be provided 
daily. Clean work clothes should be 
provided periodically — in some 
cases, are provided by employers, 
especially where the work is exces- 
sively dirty. 

Protective aprons, sleeves, and 
gloves made of Koroseal, Pliofilm, 
or Vinylite, or some other suitable 
material coated with a similar resin, 
should be supplied. 

Shields around machines should 
be installed if splash or mist of oil 
gets on a person. Exhaust ventila- 
tion should be provided if oil mist 
is excessive. 


Continued from previous page 


Changing Oil 


Dr. Louis Schwartz, an authority 
on dermatitis, advises: 


The oil should be changed fre- 
quently, at least once a week, and 
either discarded; or, if it is to be 
reused, it should be screened to re- 
move metal particles, sterilized to 
remove bacteria and neutralized to 
remove rancidity. 

Such sterilization can best be done 
by a central sterilizing system, con- 
necting with each of the machines, 
and recirculating the oil; or, if this 
is not possible, the oil may be re- 
moved from each individual ma- 
chine and carried to the central ster- 
ilizing system. 

Additional antiseptics should not 
be added to used or rancid oils. Such 
a practice increases the irritating 
properties of the oil and is not nec- 
essary if the oil is filtered, neutral- 
ized, and heat sterilized. 

A good skin cleanser should be 
provided in addition to soap and 
water, consisting of neutral sulfon- 
ated castor oil containing 2% fatty 
alcohol. 





Informing Employees 


Instruction and training in the 
skin hazards of a trade or occupa- 
tion should be given employees to 
prevent dermatitis. Foreman and 
forewomen should have good first 
aid training in the importance of 
dermatitis prevention. 

Employees should learn that an 
intact, clean, normal skin is the best 
protection against infection and 
dermatitis. 

They also should know that pro- 
longed contact .with chemical irri- 
tants and improper cleaning mater- 
ials or methods increases the pos- 
sibility of dermatitis. 

Routine inspections and instruc- 
tions in proper hand cleansing pro- 
cedures, especially under the super- 
vision of the plant nurse, are 
important. 


Dangerous Cleansers 


Many times dermatitis is aggra- 
vated by cleansers that are too 
strong. 

Volatile solvents such as paint 
thinner and turpentine are fre- 
quently used, especially by persons 
working with paint, varnish, stain, 
lacquer, and coating materials made 
of synthetic resins. 





mccoy Safety Toe shots 


FOR DOUBLE DUTY FOOT PROTECTION 


That's right—McCoys give you the full protection of Winguard 
Steel Toes PLUS an accident prevention factor in their fatigue- 
fighting cushioned insoles — Soft U.S. Kemblo — cushions the 





foot from heel to toe with built 


in metatarsal buttons and 


molded side-arch cookies assuring maximum wearing comfort. 
16 special features go into every McCoy Safety Shoe to pro- 
duce the finest foot protection and appearance on the mar- 


ket today. 


See the *‘Real McCoy” in booth 184 
at the National Safety Congress 


STYLE 8215 shown here is carried in stock 
in sizes as shown — ALL McCoy Safety 
Styles are in stock for immediate delivery. 
Write today for our McCoy Safety Shoe 
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HOLLAND-RACINE SHOES, inc. 


Holland, Michigan 
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Kerosene is used by machinists 
and machine operators whose hands 
become black with grease and grime. 
Others in a variety of occupations 
commonly use naphtha, acetone, the safety 
carbon tetrachloride, xylene, and 
benzene. 

Any of these may cause derma- measure UP, costs go down... 
titis if used regularly. Employers ° ' 
should insist on thorough washing your firm Ss 
of the hands, forearms, and face at 
the end of the work day and at purchasing 
noon where chemical irritants are 
handled or circulated as dust or 


where oil or grease is used. @ e department 


Safety records go 


when the right work 
garments are rented 


for every job. Facts 


Thanks to the International As- ill h k 
sociation of Machinists for per- Wi t an 
mission to quote these two chap- 
ters from its booklet, “What to f 
Do About Dermatitis.” Dr. you or 


Sawyer is I.A.M. medical con- 


sultant. introducing 


are free, mistakes are 
costly. Write today 


for full details. 


4 FAMILY PROJECT INSTITUTE OF 
— ane INDUSTRIAL LAUNDERERS 


According to Electromet officials, 


water waste which leaves the plant 1627 K Street, N.W., Washington 6, D.C. 
actually is cleaner than the water Active Members: National Safety Council; 


which originally entered it. American Standards Association 
“An integrated program for in- 


dustrial and off-the-job safety,” in 
the opinion of Company President 
Remmers, “assures happier and 


safer workers.” Here’s the SAFE way to 
handle flammable 
liquids 


EAGLE 
SAFETY CANS 


Listed and Labeled by Approved by 
UNDERWRITERS’ FACTORY MUTUAL 
LABORATORIES, INC. 


ga ll ree a An EAGLE Exclusive EAGLE Features Include: 
SCOTCH-LITE TAPE to which worker 60th Anniversary Can @ Protecting Guard Cap that seals tighter if 


is pointing is applied at ends and can is upset. 


sides of all locomotives and cranes Eagle Safety Cans are specially de- Combination Free-Swing Carry and Op- 
in the Electromet traffic department. signed and built under rigid specifica- erating Handle. 

Tape makes the moving equipment tions to meet all safety regulations for : 
more visible at night. handling, transporting and storing Cam-Acting Connecting Arm for easy 


flammable liquids in every industry. pouring. 
i : Body and breast electrically welded to- 
When Remmers addressed a group Eagle Safety Can features provide extra gether under electronic control. 


recently in Cincinnati, he went even convenience, safety, efficiency, economy 
; d long service. 

further. He told the group that the ra 

entire family of every employee BE SAFETY WISE! Order TODAY from your 


should be concerned with safety. nearest EAGLE Distributor 

Certainly, experience has _ indi- 
cated, over more than 20 months, MANUFACTURING CO. 
that the company-employee rela- Wellsburg, W. Va. 
tionship has been greatly strength- 
ened by the factory-family-worker 
safety program. e e 


OCTOBER, 1954 














Circle No. 77 on reader service card for more information. 

















60 YEARS OF SERVING THE TRADE 
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WHAT THE U.L. LABEL MEANS 





This variation in ceiling-type plastics 
was powerfully illustrated by tunnel 
tests. 

Some of the plastics tested burned 
almost twice as fast as wood. During 
these tests, the plastics melted, and 
burning drops from the panels fell 
to the furnace floor. 

In one case, a ceiling-type plastic 
caught fire. It burned so hard ¢) 
the fire got out of control, even 
though the gas flames were shut off 
early in the test. Several attempts 
were made to put out the plastic 
fire with extinguishers, without suc- 
cess. When the plastic had burned 
itself out, the furnace was found to 
have been damaged so much that it 
took three days to repair it 

In contrast, three manufacturers 
whose products have been tested 
now are permitted to apply Under- 
writers’ labels to their ceiling-type 
plastics. The labels show the “flame 
spread” hazard to be about one-fifth 
that of wood. 

Approved ceiling -type plastics 
have a comparatively low softening 
point. If they are installed below 
automaiic sprinklers, the plastics 


Continued from page 57 


will—when subjected to  fire— 
soften, fall from their supports, and 
allow the _ sprinklers to operate 
without interference. 





PLASTIC PANELS are scattered over 
the furnace test room as an alcohol 
fire causes the material to soften and 
melt. This test has been under way 
about four minutes. 


In one kind of test, ceiling-type plastic 
panels were rested on a metal grid 
supported from the structural ceiling of 
the test room. Four automatic sprinklers, 
spaced at 10-foot intervals, were mount- 
ed above the plastic sheets. A test fire 





of burning alcohol was started; the fire 
was shielded by a pan, to prevent it 
from being put out by the sprinklers. 

The photograph shows what hap- 
pened. Many of the panels fell from 
the grid even before the automatic 
sprinkling system operated—which 
was exactly what was expected of 
material to be approved. Actually, 
the sprinkler went to work about 30 
seconds after the panels fell. 

Underwriters’ Laboratories then 
made similar tests without the plas- 
tic panels in place. Why? To find 
out how long it took the sprinklers 
to operate, without the shelter of 
the panels. 

Results of the two tests—with and 
without the plastic panels—were 
compared. Panels of the tested de- 
sign and of the tested materials, 
which were suspended from the 
structural ceiling in the way pro- 
vided by the test, neither delayed 
the operation of the sprinklers nor 
had any bad effect on distribution 
of the water. 

To summarize: 

The experience of Underwriters’ 
Laboratories with plastics designed 
to be used as building materials in- 
dicates that if the plastics are 
chosen wisely they probably will 
present no greater fire hazard than 
any other materials in common use. 





.. Exclusive... Industrial Weight 












Motel 7703 


ico available as 4703, 
with neoprene coated 
knit wrister. 





Circle 


e Thumb crotch reinforcement 


gloves for industrial uses. Write today for our illustrated catalog 


featuring the Hood Glove Guide — 


RIGHT glove for EACH job”. 


HOOD RUBBER CO., jicssacusirs 


Hood Rubber Company makes a complete line of rubber and plastic 


shows you “How to choose the 


HOOD NEOPRENE COATED GAUNTLETS 


CHECK THESE HOOD FEATURES 


e Keeps hands safe from chemicais 

eldeal for dipping, splashing, 

spraying operations 

e Curved, natural-fit fingers 

e@ Seamless working surfaces 
e@Over-all length: 14 2 





A division of the B. F. Goodrich Company 


No. 78 on reader service card for more information. 


OCCUPATIONAL HAZARDS 








There is a warning, though. If 
plastics for building materials have 
not been proved to be fire-resis- 
tant, they will bring a hazard into 


PLASTIC intended for use in ceilings 
has been set over a bunsen burner. 
The piece being tested has dropped 
from its support as it has softened 
under the heat of the flame. This 
softening and consequent falling is 
necessary to permit automatic sprink- 
lers to operate properly. 


your office, factory, or warehouse 
that may very well make “flash 
fire’ headlines in tomorrow’s news- 
papers. e e 





Water Fog To 
Protect Turbines 


Installation of the first 
water fog protection sys- 
tem in Western states for 
handling fires in gas tur- 
bine compressor stations 
began late in August at 
the Desert Center and 
Cactus City stations of 
Southern Counties Gas 
Company, Lus Angeles. 

Estimated cost of the 
system is $60,000. 

In case of fire, electronic 
devices activated by infra- 
red light automatically put 
in operation any or all of 
the fire extinguishing 
equipment, as it may be 
needed. 
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HYDROGEN EXPLOSIONS 
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outside air from pouring into the 
operating chamber of the gas lines 
whenever the hydrogen pressure 
falls below the atmospheric pressure. 

The idea is simplicity itself: 

e A cylinder of helium is con- 
nected to the hydrogen piping. |} 

e A pressure regulator in the bt 
ium line is set from 10 to 20 pourjds 
lower than the regulator in the hy- 
drogen line. 

e The helium starts to flow when, 


and only when, the hydrogen line 
pressure drops to that set for the 
helium. 

e Hydrogen remaining in the pipe 
lines and in the operating chamber 
is driven out by the helium, which 
can’t be exploded no matter how 
hard you try. 

As the above diagram shows, the 
whole Carson process may be read- 
ily adapted to almost any type of 
hydrogen gas supply. It already is 
being used successfully in connec- 
tion with hydrogen furnaces, radiant 
ovens and radio-frequency heating 
set-ups, and hydrogen-filled treat- 
ing enclosures. ee 








e@ JUST Cleans fast, yao 
Deodorizes 9" 

infects, ea po 

OFF — THAT'S 


Sanitizes. 


MOP IT 


ALL! JUST with its Built- In 


ECONOMY co 


NTROL 


More than 200 ‘odinel JUST Steietlintces 
to serve you from coast-to-coast. 


~ 
] _— . 


Associated 


Firm Name 
Street 


City 


~~ 


JUST Distributors, Dept. O a ca 
702 S. Wolfe St. ¢ Baltimore 31, Md. 


_ CONVINCE YOURSELF —Fill in the coupon and 
Tt a we'll mail you the JUST 3-Minute Test 
_—— _Kit. No obligation. 


—_— 


a 


| 
| 
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Coverlite Goggles 


Cover Goggles 


? 


Approved Respirators 


Fibre Glass 
Helmet 


by i 
Face Shields 


Approved 
Respirator Hood 


ATLANTA, GA. 

Guardian Safety Equipment Co. 
427% Moreland Avenue, N. E. 
BIRMINGHAM, ALA. 
L. P. Harless Company 
2627 Seventh Ave., S 
BOSTON, MASS. 
General Equipment Corporation 
261 Franklin Street 
BUFFALO, N. Y. 

The Watson Company 

1443 Main Street 


CHICAGO, ILL. 


Universal Safety Equipment Co. 


5115 Diversey 


CINCINNATI, OHIO 
Williams & Co., Inc. 
3231 Fredonia Avenue 


CLEVELAND, OHIO 
Williams & Co., Inc. 
3700 Perkins Avenue 


WHERE TO BUY IT 


COLUMBUS, OHIO 
Witliams & Co., Inc 
851 Williams Avenue 


DALLAS, TEXAS 
Guardian Safety Equipment Co. 
900 Jefferson Tower Bidg. 


DETROIT, MICH. 
Averill Equipment Company 
19225 Conant Avenue 


EAST ORANGE, N. J. 
Guardian Safety Equipment Co. 
491 Prospect Street 


HOUSTON, TEXAS 
Guardian Safety Equipment Co 
1915 A Westheimer 


INDIANAPOLIS, IND. 
Averill Equipment Company 
1917 North Goodlett 


CHICAGO EYE SHIELD COMPANY 


KANSAS CITY, MO. 
Safety, Incorporated 
17 E. 31st Street 
KNOXVILLE, TENN. 


Safety Equipment Distributing Co. 
832 W. Main Street 


LITTLE ROCK, ARK. 
Fire Appliance & Safety Co. 
1114 W. Markham 


LOS ANGELES, CALIF. 
Guardian Safety Equipment Co 
7223 S. Main Street 


LOUISVILLE, KENTUCKY 
Williams & Co., Inc. 
1109 S. Preston Street 


MILWAUKEE, WIS. 


Universal Safety Equipment Co. 
3155 S. 7th Street 


PEORIA, ILL. 
Universal Safety Equipment Co. 
116 S. Garfield 


PHILADELPHIA, PA. 
Guardian Safety Equipment Co 
214 S. 45th Street 


PITTSBURGH, PA. 
Williams & Co., Inc. 
901 Pennsylvania Avenue 


ST. LOUIS, MO. 
Safety, Inc. 
2608 Olive Street 


ST. PAUL, MINN. 
Continental Safety Equipment, inc 
1551 Selby Ave. 


SALT LAKE CITY, UTAH 
Universal Fire & Safety 
Equipment Co., Box 1587 


SAN FRANCISCO, CALIF. 
Guardian Safety Equipment Co. 
50 Hawthorne Street 
SPOKANE, WASH. 
Spokane Safety Appliances 

W. 314 Pacific Ave. 

TOLEDO, OHIO 

Williams & Co., Inc. 

650 E. Woodruff Avenue 
TULSA, OKLA. 

Guardian Safety Equipment Ca 
1742 S. Main Street 


WICHITA, KANS. 

Guardian Safety Equipment Co. 
723 S. Broadway 

MEXICO CITY, D. F. 
Safety Equipment S. A. 
Sullivan—95 

MONTREAL, CANADA 


The Butler Optical Company, Ltd. 
1520 Mountain Street 


@ 2308 Warren Boulevard, Chicago 12, Illi 


oe ad Ade FOR SAFETY 
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Right Off The Docket 


When Is A Janitor 
Working As A Messenger? 


CHESTER LOMAX HAD MANY DUTIES as an employee of the 
Greenville, South Carolina, Police Department. He 
worked in the jail. He had to keep the place clean; feed 
the prisoners; help them if they were sick; and, as one 
police lieutenant described it, “if any prisoners hang 
themselves—he has to see about that.” 

In misdemeanor cases, Lomax had instructions to 
help the prisoners send messages out to their families 
so that bail could be arranged. He did this either by 
taking prisoners to a phone; or if the family had no 
phone, Lomax took the message to the home. 

e It was on one of these trips to a prisoner’s house 
that Lomax was struck by an automobile and injured 

The city defended the compensation claim, saying 
that Lomax’s injury did not arise out of and in the 
course of the employment since his main duty at the 
jail was that of janitor, and not of messenger. 

e The court said it was true that Lomax was hired 
30 years earlier as a janitor. But, as time went on, many 
other duties became part of his job. When the city con- 
sidered it a matter of public concern that a person im- 
prisoned in the city jail for a misdemeanor should be 
permitted to communicate with relatives or friends so 
that bail might be arranged, the police had power to 
direct the janitor to act as a messenger. 

Claim allowed. 


Lomax v. City of Greenville: Supreme Court of South 
Carolina, May 13, 1954. (82 S.E.2d 191) 


No Compensation When 
“The Finger Of Death Touched” 


Mrs. WADE LEWTER’S DEATH CAME ABOUT as the result of 
a cerebral hemorrhage due to hypertension. On that 
point there was no dispute. But should Mrs. Lewter’s 
infant daughter receive death benefits under the North 
Carolina compensation law? 

Mrs. Lewter was employed as a cashier in a movie 
theater ticket booth. On the day in question, only three 
employees of the theater were on duty—Mrs. Lewter, 
another employee at the theater candy bar, and the pro- 
jectionist. A passer-by in the street came to Mrs. Lew- 
ter and told her that the theater was on fire—the fire 
was in the ladies’ rest room on the second floor. 

Mrs. Lewter ran into the theater and notified all the 
patrons to leave, refunding their money as they came 
out. She was highly excited and nervous. There was a 
lot of smoke around the entrance of the theater. 

About an hour after Mrs. Lewter was notified about 
the fire and even before the firemen left, she collapsed. 
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She was carried unconscious to the hospital where she 
died the next morning. 

e Action was brought for death benefits. In deciding 
the case the North Carolina Supreme Court talked 
about basic principles of the workmen’s compensation 
law. The intent of the act, said the court, is that it be 
an industrial injury act, not a health insurance act. To 
establish a claim, the claimant must show (1) death 
resulting from an injury by accident, (2) arising out of 
and in the course of the decedent’s employment, and 
(3) not including a disease in any form, except where it 
results naturally and unavoidably from the accident. 

Mrs. Lewter’s medical history brought out that she 
was Overweight and had been treated for high blood 
pressure for a number of years. 

e The words of the judge who wrote the decision 
were: “It seems plain that because of Mrs. Lewter’s high 
blood pressure for many years, the time appointed for 
her to die had come, irrespective of the fire; the finger 
of death touched her, and she sleeps till the Great Day 
of Judgment.” 

Claim disallowed. 


Lewter v. Abercrombie Enterprises: Supreme Court of 
North Carolina, June 4, 1954. (82 S.E.2d 410) 


Coke And Benzedrine 
Earn Woman Compensation 


MIss FISHMAN’S INJURY was a weird one, indeed. 

She was employed as a bookkeeper in an office she 
described as being dark as a cellar. The day of the epi- 
sode was very hot. Miss Fishman became sleepy. Fel- 
low employees said she looked tired. 

About 3:00 in the afternoon she was persuaded by 
some of her co-employees to drink a mixture of Coca 
Cola and the contents of a Benzedrine inhaler. Almost 
immediately she suffered the consequences—a cerebral 
hemorrhage with coma and paralysis of the left side. 

There was medical testimony to the effect that those 
conditions resulted because of weak blood vessels in her 
system, previously damaged by purpura. The Benze- 
drine she took raised her blood pressure and caused 
some blood vessels to break. 

Such an incident, contended Miss Fishman’s employer, 
could not possibly be construed as having arisen in the 
course of her employment. 

e The New York court, however, did not have the 
same interpretation. They reasoned this way: While 
the ultimate act was of Miss Fishman’s own volition 
there was the element of the persuasion of her fellow- 
employees. She felt herself becoming sleepy and they 
told her that she looked tired. Without any apprehen- 
sion as to injurious consequences, and at their suggest- 
ion, she took the mixture to relieve herself of a physical 
condition that arose, in part at least, from her work and 
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ADJUSTABLE SPLINTS— 


First conceived and developed by a safety engineer 
and Red Cross first aid instructor—this THOMAS 
TELESCOPING SPLINT ASSEMBLY IS TODAY THE 
STANDARD OF THE U.S. ARMED SERVICES. It 
represents the BIGGEST ADVANCE IN THE LAST 
HALF-CENTURY OF SPLINT HISTORY .. . field 
tested 8 years . . . best to transport fracture cases 
involving legs or arms from the spot of the accident 
without danger of further serious damage. For adult 
or child. SPECIAL NEW FOOT REST OFFERS QUICK 
SPLINTING WITHOUT REMOVING SHOE OR BOOT 
IN COLD TEMPERATURES. Padded half ring . . 
extends 31 to 49 inches . . . weighs 17 ounces. 

Manufactured and Distributed only by 

Barwel Mfg. Co., Inc. 
Write To-day for Illustrated Literature 
MANUFACTURED ONLY BY 


M'F’G. 
BARWEL co. inc. 


29 COMMERCIAL ST. 
BROOKLYN 22, N.Y. 
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FOR SAFETY’S SAKE... 


WORK GLOVES 


WATERPROOF, NEOPRENE COATED GLOVES — for the safe han- 
dling of acids, alkalies, oils, greases and other chemicals. Highly 
resistant to cutting or snagging. Several types and styles. Com- 
petitively priced. 


DYNAGLUV-COLORFUL, PLASTIC COATED 
— tor working with abrasive materials 
sand, clay, bricks, cement, etc. Will 


take 
severest abuse. Special polyvinyl resin coating 
is completely waterproof. Several styles. Fully 
coated types ideal for work with wet or dry 
chemicals, oils, greases, solutions, etc. 
MADE FOR WEAR AND COMFORT TOO — the 
fully curved fingers and thumbs of all Granet 
gloves mean more comfort, better fit and 
longer wear. Order Knitwrists, Bandtops or 
Gauntlets; fully coated or palm coated — 
depending on your need. Try the Granet 
“Wear Test.'' Send for sample pair at once. 
V vite today. 


THE CORP. 


21 LORING DRIVE, FRAMINGHAM, MASS. 
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which of necessity must have interfered with the effic- 
ient performance of her duties. 

Miss Fishman’s act, therefore, found the court, was 
not only designed for her own comfort, but was obvious- 
ly also in the interest of her employer. 

Claim allowed. 


Fishman v. S. W. Layton, Inc.: New York Supreme 
Court, Appellate Division, May 19, 1954. (130 N.Y.S.2d 
656) 


No Compensation Pay 
For Stretching A Two-Bagger 
2 ae 


LEJMAN WORKED FOR A GROCERY FIRM, NOT A BASEBALL 
cLuB. Nevertheless, he thought he should be compen- 
sated for his severe neck injuries which occurred while 
he was playing ball. 

e Lejman’s injury came about while he was trying 
to stretch a two-base hit in a game with other employees 
of the chain store. Games were sponsored by the em- 
ployer for the pleasure and welfare of the workers and, 
of course, for the resultant benefit and good will to the 
store. 

The company furnished part of the equipment, gave 
T-shirts with the company name to those who cared to 
wear them, and help i in arranging schedules, giving 
prizes, and other ways. 

e In the court’s opinion, in order for such injuries to 
be considered in the course of the employment, it must 
be shown that the playing was compulsory, or played 
on company time, and paid for as part of the employees’ 
duties. 

Even though the company sponsored the league, 
found the court, Lejman was not compelled to play, the 
game was played on the employees’ time, and without 
compensation, and therefore Lejman’s injuries were not 
incurred in the course of the employment. 

Claim disallowed. 


Jewel Tea Company v. Lejman: Superior Court of Ili- 
nois, July 1, 1954 


Nine Years Are 
Too Long To Establish 
Michigan Compensation Claim 


In MICHIGAN, “THE STATUTES OF LIMITATIONS do not apply 
to workmen’s compensation actions. Relying on that 
knowledge, Babcock sought compensation for an acci- 
dental hernia which occurred nine years before the 
action was commenced. 

e In 1942, Babcock was employed by the Oldsmobile 
division of General Motors Corporation as an unskilled 
laborer. While lifting a box of ammunition, he slipped 
and sustained a right inguinal hernia. Shortly thereafter 
he was examined by the employer’s plant physician, his 
condition was discovered, and he was advised to procure 
a truss. This Babcock did. He still wears the appliance. 

At the suggestion of the doctor, Babcock was given 
work which did not involve heavy lifting. Thereafter, 
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he continued in Oldsmobile’s employ until 1951, when he 
was discharged because of too many garrushment pro- y 
ceedings against him during the year, in violation of a / ALAA VA A SAFE. 

shop rule. Following his discharge, Babcock was em- Plss “4. a dd 


ployed by the Reo Motor Car Company for two months 


The reason for his discharge by Reo is not known. WOODEN SOLES | 
e After being fired by Reo, Babcock brought the ac- with : e 
tion for compensation for the hernia which had occurred 


nine years earlier. They are Puncture 


Babcock said that even though the nine years had 
elapsed since the accident, he suffered no wage loss until a Proof. They Insulate 
he was discharged and thus had no action earlier. Be- , — 
sides, he stressed that there is no statute of limitations ; 4 " ; 
which could bar his action. 


e The Michigan Supreme Court did not agree. The 
facts showed that Babcock ended the nine-year period 
receiving more wages than he did when the hernia oc- 
curred. Therefore, no disability was established when 
he was discharged. He testified that he was physically One costly FOOT 
able to continue the type of work he was doing when ACCIDENT could have 
discharged and that there was no change in his physical paid for 


condition. ] 0 00 4 A | R S$ 


There was no loss in Babcock’s “wage earning ca- 
pacity,” said the court. In addition, even though there is of WOODEN SOLES 
no specific statute of limitations which applies to com- Reece has a shoe or 
pensation matters, the courts say such an action must sandal to fit your 
be brought within a reasonable length of time, which, needs. 


by analogy to the common law statute of the state, is See them at BOOTH 1 1 5 


deemed to be six years from the accidental injury. 


Compensation denied. dite ‘WOODEN SOLE 
Babcock v. General Motors Corporation, Oldsmobile Di- : 
_ 
vision: Supreme Court of Michigan, June 7, 1954. (64 SHOE co. 
N.W 917 
ue 352) Dept. 0-6 Columbus, Nebraska 
Continued on next page Circle No. 84 on reader service card for more information 








PREVENT HUMIDITY FOG-OUT 


.-.-man-hour losses 


KLEAR-GLASS 


A double-duty product that cleans as it defogs. Immediately following 
application, protective goggles, masks, and other glass or plastic surfaces 
will remain FOG-FREE @ STEAM-FREE @ DUST RESISTANT @ OPTICALLY 
BRILLIANT, for several days. 


CHECK THESE FACTUAL FIGURES — 100 plant workers are re- 
quired to wear goggles or masks . . . each individual takes 3 minutes 
- hour for manual defogging . . . this represents a 24 minute time 
oss per worker during an 8-hour day . . . a total production loss of 
2400 minutes — 40 work hours — 5 full work days. 


GREATER PERSONNEL SAFETY TOO, as workers are not prone to 
discard protective glasses because of constant fog-up. Unobstructed 
vision means greater productivity and safety for all. 


SELF- DISPENSING WALL CABINET 


KLEAR-GLASS PAYS FOR ITSELF = depaimenss PO P k 
THE FIRST DAY ON THE JOB oooticctcr ond "squeeze bottles of 


\'/p and 3!'/2 02. for quick spray appli- 

cation to truck fleet windshields 

windows and mirrors. 

ene j 


e c ™} == ORDER TODAY through your . 
THE BUCKLEY CORPORATION, 607 Fifth Ave., New York 17, N. Y. or aulho duuak tn eee 
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No glycerin, silicone or grease 
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N@W Hel pp soc os senna 





No. 500, Nickel Plated in No. 560, FEILCHENFELD 
*Plastic Case _.... ie $2.00 Tweezer, 34%,” Long ....$4.25 
No. 520, Stainless Steel, No. 590, 43%," Long; 
in *Plastic Case $3.00 Opens to 81” Long ....$5.95 


*Leather Case Available at 50¢ Additional 


4X MIRACLE TWEEZERS 


Sensational Combination Tweezers & 4X Magnifying Glass 


A Precision-made surgical instrument of 
1000 uses. Glass adjusts to center on tweezer 
tips. Easy to see and remove tiniest splinters 
and burrs! Ask about various sizes and 
styles. 


Complete Satisfaction or Money Refunded! 


ENGINEERING COMPANY ? 
GENOA CITY * WISCONSIN 
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No Life Line 


Compensation Plus 15°, 


THE WISCONSIN COMPENSATION LAW PROVIDES that a 15% 
penalty will be assessed to the employer if it is found 
that the employer failed to comply with a lawful safety 
order of the Industrial Commission. 

One such order stated, “A life line, with fixed end 
fastened independent of the scaffold and with free end 
extending to the ground, shall be provided for each 
workman on a swinging scaffold. Where the nature of 
the work permits, each workman on a swinging scaffold 
shall secure himself with a life line, such as passing 
the life line through a loop or ring in a safety belt worn 
by him.” 


e Frank Bast and Herman Demichei brought an 
action against their employer not only for compensa- 
tion, but for the 15% penalty, alleging that their em- 
ployer failed to supply the life lines for their work on a 
swinging scaffold, as ordered. 


e That the men were injured, and that he supplied 
no safety lines that day, was admitted by the employer. 
But he sought to defend the action against him by in- 
sisting that even if life lines had been provided, Bast 
and Demichei would have been unable to seize free- 
hanging lines in time to save themselves from the fall- 
ing scaffold. The employer also contended that because 
of the nature of the work, the employees, even if they 















a | 
EMERSON 
Resustitators 





SIMPLE to operate. 
SAFE for adults, children, or infants. 


ACCEPTED by the American Medical 
Association since 1942 for use 
by laymen. 

PROVIDE SUCTION, alternating 
with pressure, to give vital 
aid to the circulation. Write 
for free Medical References 
on Resuscitation. 





Gas poisoning (coal, illumi- 
nating, industrial, monoxide) 
Asphyxia of new born babies 
Hospital Emergencies 


Auto Accidents 
Smoke suffocation 
Heart attacks 
Electric shocks 





‘Simplest and Safest’’ 













J. H. EMERSON CO. 


22 Cottage Park Ave. Cambridge 40, Mass. 


PROTECT YOUR 
AIR DRILL 
OPERATORS 


against 
Electrical Hazards 
with 


Mercer 
INVINCIBLE SAFETY 
AIR DRILL HOSE 








Devetorep to protect operators of 
air tools against electrocution and —_ 
burning when cidently 

high Tiago lines of known or sn 
known location, Invincible SAFETY 
AIR HOSE has no equal! It permits 
any operator to work safely in either 
wet or dry conditions. 


This hose tas a specially braided 
ribbon of 832 strands which becomes a 
high-current-carrying medium. The braid 
is securely bonded in the carcass of 
this —— abrasion- and heat- 
resisting hose. 


Get ALL ee: facts about this amazing 
air hose for Industrials, Contractors 
and Utilities. WRITE DEPT. A FOR 
DATA, today! 


MERCER RUBBER CO. 


HAMILTON SQUARE - NEW JERSEY 
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had a linea, would not have tied it around themselves 
because their freedom of movement would have been 
limited. 


e The employer’s contention, found the court, was 
of no consequence. Said the presiding judge, “These 
men unquestionably were on a ‘swinging scaffold, there 
was neither life line nor safety belt, and the men were 
injured when the scaffold fell. What more is needed 
to show violation of the safety order and consequent 
injury?” 


Compensation awarded with 15% penalty added. 
Van Pool v. Industrial Commission: Supreme Court of 
Wisconsin, June 8, 1954. (64 N.W.2d 813) 


Pleasure With Business 
Doesn’t Stop Compensation 


A. T. CORDER WAS A TAXI DRIVER, employed by McKinley 
Jones in Trenton, Tennessee. When he was accidentally 
killed, Corder’s divorced wife sought to obtain death 
benefits for their infant son. Jones defended the claim 


Corder was ready to make a trip to Nashville with a 


paying fare. He was on his way to pick up his passenger 


when the accident happened. But, claimed Jones, Cor- 
der was not in the course of his employment; he was on 
a mission of his own which had no connection with the 
trip. Jones went on to explain that Corder had a girl 


friend and actually was on his way to pick her up when 
the accident happened; that Corder had planned to take 
the girl, as well as the paying passenger, to Nashville 

e Two facts were brought out at the hearing: (1) 
Corder’s girl friend lived on the same road as his fare, 
and he had to pass the girl’s house before he reached the 
fare’s residence; (2) the girl had not given Corder def- 
inite assurance that she would go along. 

e In its decision, the court pointed out that the fact 
that Corder had invited his girl to accompany him on 
the trip to Nashville did not change the employer’s lia- 
bility since Corder was primarily making the trip at 
the behest of a paying passenger. The trip, whether his 
girl went along or not, was beneficial to his employer 
If the girl was going with Corder on a pleasure trip, said 
the court, it was incidental to the main purpose of trans- 
porting a passenger for hire. 

Claim allowed. 


Jones v. Corder: Supreme Court of Tennessee, May 21 
1954. (268 S.W.2d 359) 


Lay Medical Opinion 
Can Bring Court Verdict 


A RECENT KENTUCKY CASE BROUGHT OUT that it isn’t nec- 
essary that medical testimony be introduced to show 
cause of death, but evidence of those with no medical 
training can show the condition of the employee’s 
health. 

Fobie Traubaugh was a logger. On the day of the 
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LAST LONGER! 


There is no dangerous spalling 
or mushrooming when you use 
Mecco Safety Marking Tools! 
These tools—thoroughly proved 
in every type of marking appli- 
cation—provide maximum serv- 
ice life, deeper and more legible 
impressions with greatest safety 
made possible by means of our 
special alloy steel, available only 
in Mecco Safety Marking Tools. 
A few of these tools are illus- 
trated— hundreds more are avail- 
able to fit your marking needs. 


ee Sta 
(Cat. 102) 


Hevi-Bevi Stamps 
(Cat. 101) 


Wedge-Grip 
Hand Stamps 
Mizar 103) 


M ect Write for new Catalog 100 today! 


SAFETY FTI nT Pet 


MARKING TOOLS 


1057 CHATEAU STREET, PITTSBURGH 33, PA. 


WWW 





13} 


that’s easy to supply with 
AerVoiD Vacuum Insulated 
Hot Coffee Carriers. 


Write for Industrial 
Coffee Servicing 
Envelope P-F2 


Vacuum Can Company 
19 South Hoyne Ave. Chicago 12, Ill. 


BKerVoiD Vacuum Insulated 
HOT COFFEE CARRIERS 
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accident he was sawing a tree with another employee, 
using a heavy chain saw. 


What happened was described by his co-worker: 
“Well, we was down there sawing a tree down, and it 
got about half sawed down, and Fobie put his hand on 
his side, and said he tore something loose in his side. 
Then he just hunkered down there and spit out a mouth 
full of blood.” 


From that time until his death a week later, Trau- 
baugh experienced severe intestinal hemorrhages. 


e Traubaugh’s widow claimed that he died in the 
course of his employment; his employer contended that 
he may have had peptic ulcers or tuberculosis and his 
death may as well be attributed to a disease as to an 
accident. 


e In finding for the widow, the court said it was not 
necessary to prove by medical testimony that Trau- 
baugh’s death was caused by accident. There was evi- 
dence from his co-worker that Traubaugh was a strong, 
able-bodied man with no apparent ailments before the 
accident. When death follows soon after accident under 
such circumstances, there is a strong presumption that 
the death was caused by the injury. 

Claim allowed. 

Hollinsworth v. Traubaugh: Court of Appeals of Ken- 


tucky, May 14, 1954. (268 S.W. 2d 431) 
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The ROL-AWAY SH-6 


Eliminates Ladder Accidents 
A Safe All-Purpose Ladder Truck 
Approved by Leading Safety Engineers 





% Ladder rests solidly on 
floor — can’t slip. 


% Truck cannot roll when 
ladder is in use. 


% Ladder has side and . 
front braces. 


% Safety tread steps. 


DOZENS OF USES 


This High Deck Stock 
Picker Model SH-6 is ideal 
for warehousing, order 
filling, general mainten- 
ance and all high level 
work. Send for a catalog 
of other models with the 
famous ‘‘safety ladder’ 
feature. 
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TANK CAR is easily freed of fumes 
for workers’ safety. 


KEEP AIR 
FRESH 


in confined places 
with COPPUS 
Design ‘‘A’’ Ventilator 


Improve workers’ safety — health— comfort — efficiency. Get 
rid of dangerous gases, fumes, stagnant air. Coppus Design “A” 
Ventilator ventilates tanks, tank cars, drums, vats. underground 
cable manholes, pipe galleries, airplane wing compartments, 
fuselages. For complete information, write Coppus Engineering 
Corporation,31U Park Ave., Worcester 2, Mass. Sales Offices in 
Thomas’ Register. 
Other “Blue Ribbon’’ 
Products in Chemical 
Engineering Catalog, 
Refinery Catalog, Best’s 
Safety Directory and 
Mining Catalogs. 


CHEMI!CAL STILL is here venti- 
lated while being repaired. 


ANOTHER 


COPPUS 


“BLUE RIBBON” PRODUCT 
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Lunch Hour Injury 
Can Be Compensable 


THE GENERAL RULE regarding lunch 
hour injuries states that such injur- 
ies which are incurred while the 
employee is on his regular lunch 
hour are not compensable since they 
do not arise out of and in the course 
of the employment. The New York 
court found Miss Jamison’s case a 
little different. 

Miss Jamison worked as a secre- 
tary in the office of the New York 
State Temporary Commission on 
Agriculture in the State Capitol in 
Albany. She customarily took about 
one hour and a half for lunch. 

On the day in question, Miss Jam- 
ison did not leave fer lunch until 
1 o’clock. Because of “extra and 
pressing work” she was instructed 
by her employer to come right back. 
About forty-five minutes later as 
she was hurrying back to her office, 
Miss Jamison was injured in a fall. 

To the employer’s contention that 
this was just another lunch hour in- 
jury, the court stated that it was 
not. At the time of her injury, said 
the court, Miss Jamison, having 
varied her usual procedure for the 
benefit of her employer, was hurry- 
ing back to the office. This was not 
her true and usual lunch hour, but 
rather a temporary respite from her 
employment, and her injuries were 
incidental to and connected with her 
job. 

Claim allowed. 

Jamison v. New York State Tem- 
porary Commission on Agriculture: 
New York Supreme Court, Appel- 


late Division, April 24, 1954. (130 
N.Y.S. 2d 148) 


Oregon Says Gas 
Stations Aren’t Hazardous 


A GASOLINE FILLING STATION JOB is 
not classified as a hazardous occupa- 
tion in Oregon. But the State In- 
dustrial Commission sought to have 
it so classified since the station had 
a hoist operated by compressed air 
and the statutes provided that under 
certain circumstances, such power 
driven machinery was hazardous. 

The state was seeking to recover 
from the employer the money spent 
on account of the injuries sustained 
by one of the filling station em- 
ployees in the course of his employ- 
ment. 

The employee was attempting to 
install tire chains on a customer’s 
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YOUR MEN’S HANDS 


MEET WORSE DANGERS EVERY DAY 


Hand injuries are the most 
frequently reported. Let 
Jomacs keep your men's 
hands safe. Send for full in- 
formation today. 


Dangerous as a tiger’s fangs—sharp metal can 
slash, cut, tear or rip unwary hands. The cost 
can be shockingly high! Pile up lost man- 
hours and lost production, top them off with 
soaring insurance premiums, and you'll see 
what we mean. . 
Remedy: Jomac® Work Gloves wher- 
ever there’s a hand hazard. Jomacs look 
soft and fluffy, but they’re made of tough, 
thick, twisted-loop fabric that armors the 
hands against injury. They’re astonishingly 
resistant to cuts, abrasion, bruising shocks, 
heat and cold. And they actually outwear 
common work gloves by 900%. They can be 
cleaned many times. 

Want better safety records and lower in- 
surance rates? Get them at low cost—with 
long-wearing Jomacs. We'll be glad to send 
you our new catalog. Just tell us your ad- 
dress and be sure to ask about a trial order. 
Jomac, INc., Dept. C, Philadelphia 38, Pa. 


formerly C. Walker Jones Co 


It pays to keep Jomacs on hand! 


JOMAC 


INDUSTRIAL WORK GLOVES 
Outwear ordinary work gloves by 900% 
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car. He was using a mechanical jack 
belonging to the customer. The em- 
ployee was injured when the car 
slipped off the jack. 


The law in Oregon provides that 
the industrial commission may ob- 
tain reimbursement from the em- 
ployer engaged in a hazardous oc- 
cupation if he fails to file a notice 
of accident with the commission. 
Here the employer did not file the 
notice, but claimed that he was not 
engaged in a hazardous occupation 
and therefore did not have to file. 


While it is true, said the court, 
that the use of power-driven ma- 
chinery tends to indicate hazardous 
employments, the statutes say that 
this machinery must be used “in 
the process of making, altering, re- 
pairing, printing or ornamenting, 
finishing or adapting for sale or 
otherwise” some article or part of 
article. 


The use of a hoist in a filling sta- 
tion, ruled the court, for the pur- 
pose of greasing or lubricating auto- 
mobiles was not a use in making, 
altering, repairing printing or orna- 
menting, finishing or adapting any 


Continued from previous page 


article for sale or otherwise. The 
employer, said the court, was not 
engaged in a hazardous occupation. 
Claim disallowed. 
State Industrial Accident Commis- 
sion v. Garreau: Supreme Court of 
Oregon, March 10, 1954. (267 P.2d 
661) 


Was Death 
Accident Or Suicide? 


DEATH BY SUICIDE RULES OUT a claim 
for death benefits in New York. How 
Graham died was what the New 
York Supreme Court had to decide. 


Graham was a gas maker, in 
charge of a gas-making machine at 
the Hempstead plant of the Nassau 
& Suffolk Lighting Company. He 
was burned to death in a super- 
heater. 


To fall into the heater from the 
platform which Graham climbed is 
next to impossible. The platform on 
which Graham last stood was over 
4 feet from the heater stack. and the 
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STANDARD SAFETY EQUIPMENT CO. 


CHICAGO 10, ILL. 


Cleveland 10, Ohio 


N Los Angeles 16, Cai 
Broadway 855 East 152nd St. 


2952 Crenshaw Bivd. 


EMERGENCY WORK ON 
CLOSED CHEMICAL LINES 


Closed systems circulating industrial chemicals 
are among the safest methods of chemical 
transportation known. Yet, despite extensive 
precautions, closed systems do become “open 


systems” 


year... but eventually a valve or fitting may 
give way unexpectedly, and corrosive chemi- 
cals will spread uncontrolled through the area. 


If workers can don complete enclosure suits in 
seconds, stride into the chemicals, fix lines and 
emerge unhurt . . . you will be well-equipped 
for that one big emergency 


. . . perhaps not this month or this 














As recognized specialists in the design and manufac- 
ture of emergency suits we would like to send you test 
swatches of garment materials best suited to meet your 
particular needs, So we may choose the correct materials, 
please give chemicals which might be encountered. 
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opening of the stack was just one 
and one-half feet below Graham’s 
full height. 

Since he climbed to the platform 
while the superheater was in opera- 
tion, and because of the height and 
position of the heater, the court had 
to rule out the possibility of accident. 
To make suicide even more conclu- 
sive, it was shown that Graham’s 
mental condition might have been 
affected due to marital difficulties. 

Tragic as it is, said the court, sui- 
cide is the only inference that could 
be drawn from the facts. 

Claim disallowed. 

Graham v. Nassau & Suffolk Light- 
ing Company: Supreme Court of 
New York, Appellate Division, De- 
cember 22, 1953. (126 N.Y.S.2d 666) 


Delivering Telegrams 
Held Not Hazardous 


FOR AN INJURY to be compensable 
in Oklahoma, it must have occurred 
in one of those “hazardous” employ- 
ments which the compensation act 
covers. 

Dorothy Powell was a delivery 
girl for the Western Union Tele- 
graph Company in Oklahoma City. 


Her claim for accidental injury was 
filed as the result of a fall on the 
ice which she sustained while de- 
livering a message for the company. 

The Oklahoma statute which de- 
termines the employments that are 
hazardous specifically includes “tele 
graph, telephone, electric light and 
power plants and lines.” 

The question which the Oklahoma 
Supreme Court had to decide was 
whether a messenger for this haz- 
ardous employment had the same 
coverage under the compensation 
law as one who worked in the tele- 
graph plant or on the lines. Refer- 
ring to an older case, the court 
found that one who delivered gas 
bills from house to house for a gas 
company was not covered by the 
state’s compensation law. Why then, 
they asked, should the decision be 
any different in the case of a Wes- 
tern Union messenger? 

While it is true, said the court, 
that telegraph companies are con- 
sidered hazardous employments, on- 
ly those who perform such duties 
as the manual or mechanical work 
or labor connected with that type 
of employment in the plants or fac- 
tories shall be covered as an em- 
ployee in a hazardous job. The job 
of delivering messages, even for a 
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AND 


WORK INTERRUPTIONS 
from falling 


fluorescent tubes 


Keep tubes in place with Den-El Fiuores- 
cent Lamp CGuards, easily installed with 
screwdriver. Stainless steel, they spring 
open for relamping or cleaning, and last 
a lifetime. 

For 40W tubes, per C, $17.00 
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ORDER TODAY DIRECT FROM 
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DURABLE MATS 


DURABLE Safety-Tread mats make every step a sure step— 
cut accidents to a minimum. ¢ DURABLE mats save you money 
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hazardous employment, itself is not 
considered hazardous. 
Claim disallowed. 
Powell v. Western Union Telegraph 
Company: Supreme Court of Okla- 
homa, May 4, 1954. (270 P2d 315) 
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COLLAPSI!-COT | Brings Injury Claim 
The Lightest, Safest, NEWMAN WAS THE MEMBER OF A 
Easiest Handling Stretcher SALES CREW engaged in selling ency- 


clopedias from door to door in vari- 


e RIGID AND STRONG—AII moving parts designed and built to hold tight. ous communities in upstate New 
® LIGHT IN WEIGHT—Weighs only 23 lbs . 
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“ ack rest is elevated, unique tele- ; 

scopic frame construction reduces length from 72” to 51”—most og “9 sg . brane ea 
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e HANDY WALL MOUNTED CABINET—Available for storage. car for weekend visits from time to 
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EMERGENCY AIDS COMPANY [i-inr 


3444 NORTH CLARK STREET CHICAGO 13, ILLINOIS With consent of the employer, 
: = several men and the field supervi- 
Circle No. 85 on reader service card for more information. 








collecting dust f 6 Reasons why YOU need 


is justa 


for 

this 
cyclone type 
TORIT DUST 
COLLECTOR 


- Pays for itself in a month’s time! 


2. Removes hazards of makeshift tools. 
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sor returned to New York City for 
a visit in Newman’s car one week- 
end. On the return trip to Syracuse, 
early Monday morning, the accident 
occurred. Newman was_ injured, 
sought compensation. 

e The employer maintained that 
even though it was an authorized 
trip, it was outside realm of the job 
and strictly for pleasure. 

e The court disagreed. The trip 
was specifically authorized by the 
employer. It was made under direc- 
tion and supervision of the field 
supervisor. It therefore arose out of 
and in the course of employment. 

Claim allowed. 

Newman v. Public Distributors, 
Inc.: New York Supreme Court, Ap- 


pellate Division, December 8, 1953. 
(126 N.Y.S. 2d 124) 


Worker Injured On 
Way To Xmas Party 


A RECENT ALABAMA CASE POINTED up 
the usual result of a claim for injur- 
ies resulting from employer-spon- 
sored social activities. In this case 
it was a Christmas party. 

Oscar Wooten was employed by 
Jerry Roden to operate a dairy bar 
in Fort Payne, Alabama. The bar 


was a part of Roden’s retail and 
wholesale dairy business in Fort 
Payne and Boaz. 

Shortly before Christmas, 1948, 
Roden decided to give a Christmas 
supper party for his employees at a 
restaurant in Boaz. Wooten left Fort 
Payne on the appointed date with 
Roden’s son, in a car driven by 
young Roden, but belonging to his 
father. The car was used in the 
business and for pleasure. On the 
way to Boaz, Wooten was hurt in a 
collision. 

The facts showed that even 
though some business was to be dis- 
cussed, there was nothing compul- 
sory about attending. Gifts were 
passed out, but gifts were to go to © Simply slip GETS-A-LITE GUARD AND 
all employees, whether they attend- GUIDE over the fixture, as illustrated. 
ed or not. There was no additional @ Made of ay age spring steel wire. 


; : Nothing to break, out of order or 
compensation for attending. replace. Will last "indetinitely. 


In view of the facts, decided the Once installed, CETS-A-LITE GUARD 
court, it is impossible to find that ANS GUISE ts NEVER removed. 

the accident arose within the course ate 
of the employment, even though the CETS-A-LITE CUARD AND GUIDE act- 
injuries complained of came about 


ually steers lamp into socket, enabling 
salt f maintenance man to change lamp in 
as the result of a collision with the 
employer’s car. 


10 seconds! 
The accident oc- @ Available for 40 watt and 100 watt 
curred outside of working hours, 
and while en route to a purely in- 


fluorescent lamps. 
Contact Your Electrical Wholesaler, OR 
vitational party. 
Claim disallowed. 


SUP-ON GUARD a= 


gt 


GETS-A-LITE GUARD and GUIDE 
Quickly and Easily Installed by 
Anyone — No Tools Needed! 


GETS-A-LITE Company-Dept. 0104 


3865 N. Milwaukee Ave., 
Wooten v. Roden: Supreme Court CHICACO 41, ILLINOIS 


of Alabama, April 22, 1954. 71 So.2d 











802) 





Circle No. 101 on reader service card. 





Your workers will like to wear Safety First Shoes — 
they’re so easy on their feet. Yet they’re made with 
the strongest steel toe to give dependable protection, 
ruggedly built, good looking, cost less 

than any shoe.of comparable quality. 


You can choose from any styles of “work” and 
“dress” shoes in the complete Safety First line. 
Write today for free illustrated catalog. 
See all shoe styles at BOOTH 57, 
National Safety Exposition, Oct. 18-22 
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“muff” type sound protec- 
tors give superior protection 
against both high and low- 
frequency noise, plus safe, 


non-irritating comfort. 


HELMET TYPE 

@ For outdoor use 

@ Same Sound Pro- 
tectors in cool 
Nylon mesh or 
shrink-proot cot- 
ton twill 

@ Standard sizes. 

®@ Colors: Brown, 
Green, Gold. 





HEADBAND TYPE 


@ For indoor use 

@ Constant- 
pressure. 

@ ‘'No-metal” 
contact. 

@ Easily adjusted 

@ Quick on and off 


* EFFECTIVE 
* SANITARY * SAFE 
* COMFORTABLE 


* ALLOWS HARD HAT 
OR GOGGLE USE 


* TRIAL OFFER AND 
UNUSUAL 
GUARANTEE 


Write for details and prices 


DAVID CLARK CO., INC. 


360 Park Ave., Worcester 2, Mass. 
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ADEQUATE FLOOR SURFACING CAN CUT DOWN ON PLANT ACCIDENTS. 
Master Builders Company manufacturers DPS Masterplate, 
which they claim produces an iron-clad floor surface. This 
flooring is static-disseminating, spark-resistant, non-combus- 
tible, and wear-resistant. Optimum electrical conductivity is 
maintained under the wide range of temperatures found in 
industry. One of the areas in which DPS Masterplate flooring 
is effective is where there are explosives or explosive dusts. 
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PROTECTIVE EQUIPMENT FOR INDUSTRY is shown in the 32-page illustrated 
catalog of the Miller Equipment Co., Inc. The catalog lists 
various types of safety equipment for making jobs in your 
company safer. Items shown include boots, gloves, painter’s 
chairs, pliers, and various types of safety belts. 


Circle No. 182 on reader service card for more information. 


A REVISED EDITION OF THE “HANDBOOK OF INDUSTRIAL SAFETY STAND- 
ARDS” is now available, according to the Association of Casu- 
alty and Surety Companies. This edition includes several 
new chapters, illustrations and tables in its 315 pages. The 
handbook is a concise but comprehensive compilation of in- 
dustrial safety requirements recommended by nationally 
recognized authorities including the American Standards As- 
sociation, the National Fire Protection Association, the 
American Society of Mechanical Engineers, and others. 


Circle No. 183 on reader service card for more information. 


FIRE ALARMS help lower losses due to plant fires. Fyr-Larm Co., Inc. has 
an industrial fire alarm that has received the seal of approval 
of Underwriters’ Laboratories, Inc. The new alarm consists 
of a cylinder of Freon gas which is released by temperature 
through a horn, creating a shrill sound which tests prove can 
be heard 500 feet from the alarm’s location. The alarms are 
set so that they sound an alarm for a minimum of eight 
minutes. Get more data. 


Circle No. 184 on reader service card for more information. 


YOU CAN ELIMINATE MANY OF THE HAZARDS OF LITHIUM ALUMINUM 
HYDRIDE by using Ansul dry chemical fire equipment. Lith- 
ium aluminum hydride is a very hazardous chemical that has 
been a headache to safety engineers. Tests conducted by An- 
sul Chemical Company showed that this volatile chemical can 
be controlled effectively with dry chemical fire equipment. 
Ansul has more information which they will send to you. 


Circle No. 192 on reader service card for more information. 


STOP FIRES, MACHINERY DAMAGE AND PRODUCT CONTAMINATION caused 
by “tramp iron” in production lines. These hazards can be 
eliminated by Eriez Manufacturing Company’s Magnalarm. 
This device is completely automatic. It is an alarm system 
that dramatically enhances the efficiency and usefulness of 
magnetic separators by eliminating the possibility of human 
error. When tramp iron accumulation weakens the magnetic 
effectiveness on magnetic separators, Magnalarm rings a bell, 
lights a light, and stops a machine. 


Circle No. 185 on reader service card for more information. 


YOU CAN MARK INDUSTRIAL HAZARDS in your plant with Westline Hazard- 
stripe. This marking material comes in rolls that make it easy 
to use just the right amount of material to adequately mark 
each hazard. Hazardstripe sticks to any clean surface in- 
stantly. It is self-adhesive. The rolls are printed in yellow 
and black stripes. The tape is easy to remove. 


Circle No. 186 on reader service card for more information. 
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YOU CAN CUT DOWN THE HAZARD 
OF FIRE AND EXPLOSION in anchor- 
ing machinery or concrete installa- 
tions. Garonite, a fast setting 
cement, has been developed by The 
Garon Products Company. This an- 
choring material may also be used 
for patching concrete floors. Ac- 
cording to the manufacturer, Gar- 
onite is applied cold, thus overcom- 
ing the fire and explosion hazards 
of sulphur or lead, the two common- 
ly used materials for anchoring pur- 
poses. The material is applied cold 
by adding water. Manufacturer 
states that the amazing speed of 
setting permits use of machines in 
30 minutes to 1 hour, depending 
upon the size and weight of the ma- 
chine. Further information is avail- 
able. 

Circle No. 188 on reader service card. 
POOR ILLUMINATION can be the 
cause of serious accidents in your 
plant. Sturdi-Bilt Steel Products, 
Inc. has a work bench illuminator 
that gives effective illumination in 
work areas. The unit is called Work 
Bench Illuminator. Glare is elimin- 
ated and eyes are shielded by the 
rolled front edge on the shade. The 
company has more information on 
this accident preventing product. 

Circle No. 189 on reader service card. 
A SINGLE BASIC SOLVENT that is 
stable, non-flammable, fast drying, 
of mild toxicity, and having all the 
cleaning properties of carbon tetra- 
chloride is announced by Chemical 
Cleaning Service, Inc. Manufacturer 
states that the solvent’s composition 
is inhibited 1, 1, 1-Trichloroethane 
and it will not cause corrosion of 
ferrous or non-ferrous metals in- 
cluding aluminum and all! of its al- 
loys. Complete data available in 
New Product Bulletin. Samples for 
evaluation studies available at no 
charge. 

Circle No. 190 on reader service card. 
NOW YOU CAN GREATLY REDUCE 
FIRE HAZARDS in your plant by 
using Fyr-Kote paint. This is a high 
grade washable flat oil paint. Manu- 
facturer claims that walls and ceil- 
ings that are painted with Fyr-Kote 
will not burst into flames. Flames 
cannot spread across walls that have 
been painted with Fyr-Kote simply 
because every drop of Fyr-Kote is 
a mass of minute “built in” fire ex- 
tinguishers, and when flame hits 
that surface the Fyr-Kote film pours 
out Carbon Dioxide and Calcium 
Chloride to smother the fire right 
on the surface. The paint is applied 
like any conventional paint. It can 
be applied directly to new or pre- 
viously painted surfaces. Fyr-Kote 
Division, Morris Paint & Varnish 
Co. will furnish you with more in- 
formation. 

Circle No. 191 on reader service card 
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H-&- 
PERFORATED STRIPS 


—make this request so easy to fill—Mr. Boss. 
From our standard steel strips, 5 and 6” 
wide with slots 34 wide, your own main- 


tenance man can easily and inexpensively 
form guards to fit any punch press. Sheets 
with multiple rows of slots or combination 
: of slots and squares are also available. 
Also think of H&K NE & Permit us to send you full details. 


Standardized Sofety — : The 

Guard Parts for gear pt r. j . . 

and belt protection. y, ail " H wf ri a gton & King 
ERFOR’ATING fe) 


5623 Fillmore Street, Chicago 44. titinots 
114 Liberty Street, New York 6, New York 


Circle No. 104 on reader service card for more information 








TWO OLD STANDBYS... 
ACCEPTED AND APPROVED BY INDUSTRY 


™~ 
a - 
om aes 


eas mes os “poarneet 2 


ee 
PRACTI-KREME . . . the effec- PHLO® .. neutral skin protector 


tive skin protector and cleaner for now fortified with silicones. Effec- 
over 15 years. Check dermatitis tively bars bacteria, irritants and 
before it starts. Apply before work soil. Magic silicones make Phlo 
to provide flexible, fat-based coat- water-repellent, adhesive, non- 
ing over skin. Moistened and toxic. Try it... you'll be con- 
rubbed to a lather after work, vinced that new Phlo should be in 
Practi-Kreme cleans completely. daily use in your plant. 





NEW PHLO WATERLESS... THE “BEST BET’ 
IN THE WATERLESS HAND CLEANER FIELD 


New Waterless Phlo removes industrial 
soils fast. Contains both silicone and lano- 
lin for double protection. Safe, easy to 
use, Waterless Phio is milky white, smooth 
in consistency. Management and workers 
appreciate the time-saving convenience of 
having a jar at their fingertips always. 
Write for Free Test Samples Today 
SEE US AT BOOTH 206 


CHEMICAL SPECIALTIES, INC. 


54 Waltham Avenue, Springfield 9, Mass. 


Circle No. 103 on reader service card for more information. 








Watchman was ALERT 


to sound the alarm! 


The Detex GUARDSMAN Watchclock keeps 

your Watchman alert . . . by giving you un- 

broken mechanical supervision of his activities 
night and day—weekends and holidays. 


Write for free folder. 


DEETEX 


— WATCHMENS CLOCKS 
DETEX WATCHCLOCK CORPORATION 

sco. Dept. 1.10 

NEWMAN 76 VARICK STREET, NEW YORK 13. N.Y 

GUARDSMAN Sales and Service in All Principal Cities 


Circle No. 105 on reader service card for more information. 





INDUSTRIAL AND INSTITUTIONAL 


SECTIONAL TABLES 


with SWING SEATS 





ha Tops 
lorful 10 
— Fram el 
s! 
Finishe Built 


Eaoe Orel Maple A Lifetime! 
Cof-O-Lite 
Stainless Steel 


MAXIMUM SEATING 
CAPACITY IN LIMITED SPACE! 


Colorful tops and wide range of enamel paint finishes add attractive new color to 
industrial and institutional dining rooms and recreation rooms. Units in varying 
lengths seat 4 to 24 people. Attached seats (with or without backs) swing under table 
to eliminate crowding, noise and confusion of loose chairs and 
tables. Ideal for industry, schools, hospitals and institutions. 


WRITE TODAY For NEW Catalog! 


lustrates complete line together with outstanding installation photos 
and complete engineering specifications. Sent free of charge. 


Seats Swing 
Under Table - 
Qut of Way 


DISTRIBUTORS IN ALL PRINCIPAL CITIES 
THE CHICAGO HARDWARE FOUNDRY, CO. 


42104 Gemmnonwealth p veers North Chicago, Ill. 


Circle No. 104 on reader service card for more information. 





e American Cyanamid Company’s, 
Warners Plant’s Acrylonitrile-Hy- 
drocyanic Acid Department, a certi- 
ficate for completing a million man 
hours without lost-time accident. 


e Diesel Equipment Division, Gen- 
eral Motors Corporation, Grand 
Rapids, Michigan, a plaque for best 
improvement in accident preven- 
tion. 


e Telechron Department General 
Electric Company, Ashland, Massa- 
chusetts, for working 3,000,000 man 
hours without lost time accident. 


e Pontiac Motor Division of Gen- 
eral Motors, Pontiac, Michigan, for 
reducing accident frequency rate to 
‘1.02. It’s the best record among 
GM’s car divisions. 


e John A. Roebling’s Sons Co., 
Trenton, New Jersey, for reducing 
accident frequency rate by 44 per 
cent. 


e Bell & Howell Company’s Lin- 
colnwood Plant, Ill., a plaque from 
its compensation insurance carrier, 
for completing 1,243,430 man-hours 
without disabling injury. Each of the 
2,700 employees received miniature 
key chain replicas of the plaque. 


e Oklahoma Gas & Electric Com- 


| pany, the Edison Electric Institute’s 


accident frequency reduction award. 


e Esterbrook Pen Company, Cam- 
den, New Jersey, a trophy, for high- 
est safety record possible in its com- 
peting division. 


e Caterpillar Tractor Co., Peoria, 
Illinois, plant, its second award for 
reducing disabling injury frequency. 


e Central Illinois Light Company, 
Peoria, Illinois, first place accident 
frequency reduction award tenth 
time in gas and electric utilities 
group. 


e United States Steel Corporation, 
New York, N.Y., for reducing acci- 
dent frequency rate to less than 2 
injuries per million man_ hours 
worked, the NSC’s award of honor. 
United State Steel Corp. received 
this award for the third consecutive 
year. 


OCCUPATIONAL HAZARDS 





e Automatic Transportation Com- : D  @) L  « @) WA » 4 

pany, division of Yale & Towne oe 

Manufacturing Company, Chicago, ; uw 

Illinois, the Yale & Towne trophy F ce) R B E A U T I F L F L fe) 9 R Ss 
and NSC’s award of merit for com- 


pleting one million man hours with- lus IMPROVED SLIP-RESISTANCE 


out a lost time accident. 


e The Hallicrafters Company, 
Chicago, Illinois, the U.S. Fidelity 
and Guarantee Company’s cert.ficate . ; ; 
of merit for working 1,500,000 man quality floor wax provides the soft, lovely sheen which so greatly 


hours without a lost time accident. improves the appearance of your offices and halls. Its self-polishing 


Your floors deserve the finest finish—and DOLCOWAX premium 


e Aluminum Company of Ameri- lustre actually improves under traffic 
ca’s Garwood, New Jersey, plant, 
certificate of merit for working 
1,144,200 man hours without suffer- 
ing a lost-time accident. 


Long-wearing service makes 
DOLCOWAX truly economical. May be used on any type of flooring. 





NOW, the safety element of SLIP-RESISTANCE has been “built into” 

; a DOLCOWAKX, to reduce the danger of falls. DOLCOWAX is approv- 
e The Kingston Trap ..ock C — ed by Underwriters Laboratories as a slip-resistant wax. 

pany’s Lambertville Quarry divi- 

sion, for completing 1953 without a 

lost-time accident. Easily applied, DOLCOWAX leaves a hard, durable glossy film of 
e Columbia - Southern Chemical long-lasting beauty—with anti-slip protection! 

Corporation’s Lake Charles Louisi- 

ana and Corpus Christi, Texas Write for floor finish literature and 

plants for working combined total see your BOLGE SERVICE MAN. 

of more than 2,500,000 man hours 

without lost time accidents. FOR 


e The Dow Chemical Company’s FREE SANITARY SURVEY jan 


Midland, Michigan, machine shop 
for achieving 500,000 man-hours OF VOUR PREMISES ' 
without a lost time accident. Se ee ae ee WESTPORT, CONNECTIC 
= ’ ut 
Continued on page 122 Circle No. 109 on reader service card for more information, 


SAFETY 
FLUR-O-LOCKS 1: s¢onomy 

EFFICIENCY 
12 years old and still the only lock for fluores- 
cent lamps recognized and used extensively by 


the leading lamp manufacturers. 















































FLUR-O-LOCKS 





Guard against accidents from fluorescent lamps 
and at the same time increase lighting efficiency. 
Insurance Companies insist on this protection © Generel Gestsle Company © Chowated Autetien 


against personal injury and property damage. © Westinghouse @ United States Time 
Flur-o-locks are inexpensive and have proven © Western Shhetate Ca. ——— 
performance over the years. 


Shipped Complete With Adjustable Swivel Back 
Being used by— 


Millions now in use, conclusive proof. 


Send for Catalogue SILVER TROY COMPANY 
LADUBY COMPANY, Inc. BRANFORD, CONN. 


92 LOCK STREET, NEWARK, N. J. 














Circle No. 108 on reader service card for more information. 
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121 





patient 
comfort 
is 


WHO WON SAFETY HONORS 





Continued from page 120 


e The Firestone Tire & Rubber 
Company’s Memphis, Tennessee, tire 


e The Aircraft Nuclear Propul- 
sion Department, The General Elec- 
tric Company, Evendale, Ohio, won 
The Industrial Commission of Ohio 
Safety Award of Honor for having 
worked over 4,000,000 accident-free 


plant for completing 7,103,472 man man hours. 
hours without a single lost-time ac- 

cident. Firestone received NSC’s 

award of honor in seven of last 

eight years. 


prompt 


Prompt, continued control of pain is 
one reason it’s ‘“FOILLE FIRST IN FIRST 
AID” in treatment of BURNS, MINOR 
WOUNDS, LACERATIONS, ABRASIONS, 
in offices, clinics, hospitals. 


e Schenley Distillery, Cincinnati, 
Ohio, for exceeding 1,000,000 man 
hours without lost-time accident. 


e U.S. Naval Air Development 
Center, Johnsville, Pennsylvania, 
for working 420 days — 3,500,000 
hours without a civilian lost-time 
accident. 


CARBISULPHOIL 
COMPANY 


S93. 5S 'B2W1S5:- AV ER @ E 
DALLAS, TEXAS 


ANTISEPTIC © ANALGESIC 


DILL 


Liquid or Ointment 


e The Goodyear Tire & Rubber 
Company’s Tube and Tank Division, 
Akron, Ohio, for completing over 
5,000,000 man hours without lost- 
time injury. 


e The Norfolk Naval Supply Cen- 
ter, its eighth consecutive Secretary Oe 
of the Navy industrial safety award. CHARLES JONES, of the Michigan 

Mutual Liability Company presents an 

e Hercules Powder Company’s honor roll certificate to Samuel Sguardo 
Parlin plant, NSC’s award of honor (right), plant manager of the Knox Ave- 
for 4,253,000 man hours without a nue plant of Admiral Corporation. The 
lost time accident. This is new all award was. given for ‘meritorious 
company safety record. 


*You're invited to request literature 
and samples. 
Circle No. 112 on reader service card. 





achievement in accident prevention.”’ 





Improved MZ? er')-U, 
FILTER MASK 


of new foolproof 
dispenser for 


| OWNCKEE 


AMERICA'S #1 
WATERLESS HAND CLEANER 


Your best ounce of = a. 
protection against cueanee 


[IRRITATING 
DUST 





HERE'S WHY: 


% Workers wear it Lightweight 
(just 1 ounce), snug, comfort- 
able and easy-to-breathe 
through, Flex-a-Foam is the 
one respirator your workers 
actually welcome. 


% It's super-efficient Flex-a- 


% It’s simple Only four sturdy, 
long-wearing parts — all inter- 
locking — all unconditionally 
guaranteed. 

% And—it’s economical Low 
first cost — less than any other 


No gears, no glass, no filling. Put 

5 Ib. QUICKEE can into Dispenser 
and snap on lid. Each can gives you 
1,000 hand cleanings with super 
soft, Lanolin-enriched QUICKEE. 


: _ .Removes 31 soils that soap and water 
can’t take off, including grease, grime, paint, tar, pitch, etc. 


Foam’s pure latex filter pro- quality respirator on the mar- 
tects against nuisance dust ket. Low upkeep — washable 
particles 100 times smaller filter outlasts throwaway type 
than the eye can see! by more than 100 to 1! — 


Dust Protection Your Workers. Will Welcome and Wear 


Here's the package: 
Dispenser (at cost) ...... 
Six 5-lb. cans QUICKEE 
Total $18.90 
If, after 30 days, you’re not enthusiastic, return 
COLLECT 5 unused cans and Dispenser in original 


carton for full refund. Can anything be fairer? Order 
from your JOBBER or write to us. 


QUICKEE PRODUCTS, INC. 
141 Woodworth Ave., Yonkers, N. Y. 


Circle No. 110 on reader service card for more information. 
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THE GOGGLE PARTS COMPANY + CLEVELAND 13, OHIO 














Circle No. 111 on reader service card for more information. 








I'VE SEEN DOZENS Do 17-- YOU'RE JUST 
4 AN’ DONE IT MYSELF FOR JEALOUS BECAUSE 
YEARS! RIGHT AFTER SPEND- HE TOLD THE 
ING ALL MY DOUGH ON 
CHRISTMAS 1 STALKED AROUND 
FOR A FEW DAYS WITH A 


‘| Imm, FIRM RESOLVE TO BECOME 
WHA A BOSS AN’ EARN MORE 
- } DOUGH! 





_ 




















®@ Reading, Pennsylvania: October 
5-7. Middle Eastern District Meet- 
ing of the American Institute of | 
Electrical Engineers, Abraham Lin- 
coln Hotel. Walter B. Morton, Gen- 
eral Chairman, 36 W. 46th St., New 
York, N. Y. Fire protection and 
safety will be discussed at this 
meeting. 











e Albany, New York: October 8-9. 
A symposium for nurses in industry, 
sponsored by the American Associ- 
ation of Industrial Nurses, the Un- 
ion University School of Nursing, 
and Liberty Mutual Insurance Com- 
panies. Miss Ella G. Casey, R.N., 
McCrory Stores Corporation, 1107 
Broadway, New York 10, N. Y. 


e@ Portland, Oregon: November 18- 
19. Sixth Annual Governor’s Indus- 
trial Safety Conference, Masonic 
Temple. L. A. Weston, director, Ac- 
cident Prevention Division, State 
Industrial Accident Commission, 
Public Service Bldg., Salem, Ore. 


Warehouse stocks maintained In 


e Cleveland, Ohio: April 26-28, 
1955. The 25th All-Ohio Safety Con- 
gress and Exhibit (Silver Anniver- 
sary), Hotel Cleveland. A. W. Moon, 
Congress manager, Industrial Com- 
mission of Ohio, Columbus 15, Ohio. 


e@ Chicago, Iil.: May 16, 1955. Ma- 
terials Handling Exposition, Inter- 
national Amphitheatre. Clapp & 
Poliak, Inc., 341 Madison Ave., New 
York 2, N; ¥. 
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principal cities of the United States 
and Canada. 


Inquirers in New York, New Eng- 
tand, and New Jersey should write 
to Speedi-Dri Corp. Elsewhere in 
U.S. to Waverly PetroleumProducts 
Co.,1724 Chestnut St., Phila. 3, Pa. 
tn Canada, G. H. Wood & Company 
Ltd., Toronto. Branches throughout 
Canada. 


FREE SAMPLE Fill out the coupon and mail today for 


Name 


free sample and literature. > 





Address 
City 








OH-10-54 


Circle No. 113 on reader service card for more information. 

















MAKE YOUR 
FANS SAFER! 


PROTECT WORKERS 
FROM INJURY 


This fan guard prevents hand, arm 
and head injuries. Made of a mesh 
fabric, it is washable, mildewproof, 
non-static and won't interfere with 
the normal flow of air. 

Cover protects back and sides of 
fan as well as the front. 


immediate delivery. Write to 


ROCHESTER 


‘Safety Equipment Co. 
83 Howell St. © Rochester 7, N.Y. 





Circle No. 96 on reader service card, 











Book Shelf 









e American Recommended Prac- 
tice of Industrial Lighting, devel- 
oped by the ASA Sectional Com- 
mittee under the leadership of the 
Illuminating Engineering Society, 
reflects recent progress in lighting 
application and the growth of new 
techniques and concepts. Empha- 
sizes how plant lighting should con- 
form to—and compensate for—hu- 
man limitations. Represents the 
combined views of architects and 
engineers, insurance, safety and 
labor men, as well as manufacturers, 
utilities and the government. Copies 
are 50c from American Standards 
Association, 70 East 45th St., NYC 
17. 


e Guide to the Selection and Use 
of Portable Space Heaters, by Her- 
man Nelson Division, American Air 
Filter Company, Inc., Moline, Ill. 
Presents the most important points 
to check when buying space heaters 
for temporary heating, spot heating 
equipment, pre-heating and special 
applications. Safety considerations 
covered. 


e The Man You Hurt May Be 
Yourself, Good Reading Rack Ser- 
vice, Inc., New York, 18 pages, 15 
cents. Booklet explains causes of 
most industrial accidents, gives com- 
mon sense rules for avoiding them. 
It explains a worker has one chance 
in eleven of being injured if he ig- 
nores safety rules, how to develop 
good safety habits, and the marking 
of hazardous locations. Booklet is 
illustrated with actual photographs 
and sketches. 


e U. S. Navy Safety Precautions, 
Superintendent of Documents, Gov- 
ernment Printing Office, Washing- 
ton 25, D. C. 500 pp, Price: $3. A 
comprehensive safety manual, it 
brings into one volume safety prac- 
tices (applicable to most non-mili- 
tary industries) previously publish- 
ed through a large number of Navy 
publications, directives and operat- 
ing instructions. Covering 25 chap- 
ters, precautions are grouped to- 
gether according to kinds of work 
done, machines operated and ma- 
terials involved. 








NEW 150' 
WELDREEL 


Welding Hose 
Reel 


Now you can store and handle 150 
feet of double welding hose on a 
Weldreel — with the new Model 
OAB. The new big reel gives you all 
the safety and convenience of the 
50-foot Model OA and, like the 
smaller model, is ruggedly built to 
stand up for years under heavy in- 
dustrial use. 


ELIMINATES HAZARDS TO SAFETY — prevents tangles of hose on the 
floor, couse of many industrial accidents. Permits welder to reel out 
only as much hose as he needs. 





MAKES HOSE LAST LONGER — Reduces chances of hose being run 
over, Rot ke Gane ts gebreiarteacin 
report three to five times greater hose life 





EASY TO INSTALL ANYWHERE — Simple mounting permits installe- 
tien in any position, on floors, walls, ceilings or on mobile equipment. 
Requires only 11” x 24” space. 





CONVENIENT TO USE — Keeps hose in a handy lecation where it ~~ 
may be used alternately by two or more welders. Hose pays out freely 

and locks automatically at desired length. A slight Ame 8 releases lock, 
allowing the powerful spring to rewind hose onto reel 


© 





/ 
WELDREEL 
foarsy 





See the Weldreel at your supply house or 
write us direct for descriptive literature 


UNITED SPECIALTY 
foto} ite), 7-wa le), | 


P. O. BOX 698 
EL DORADO, ARKANSAS 
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Ahead in Safety! 





Style #3921H 


2 ways better! 


FLAMEPROOFED blue mesh top 
and back. Cellulose acetate visor. 


LIGHTWEIGHT, full protection. 
1 size adjustable to all heads. 


Write for FREE sample $720 
or Order Direct! poz. 


See the Klear-Vu Safety Aprons and Arm 
Guards. Write for illustrated catalog. 


KLEAR-VU CORPORATION 
19 Waverly Place, New York 3, N. Y. 


Circle No. 152 on reader service card. 
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e After The Doctor Leaves by 
Marguerite Clark, Crown Publish- 
ers, Inc., New York, 310 pp, price 
$3.75. This book is a practical guide 
to approved post-medical care and 
treatment of chronic diseases for the 
patient and his family. It tells you 
what you need to know about the 
twelve most important medical 
classes of disease and gives practical 
help for home use by you and your 
family which supplements the ad- 
vice of your doctor. Mrs. Clark has 
translated the most complex scienti- 
fic findings into simple terms that 
the patient can understand. 


e Psychological First Aid in Com- 
munity Disasters prepared by the 
American Psychiatric Association 
Committee on Civil Defense, Wash- 
ington 6, D. C. 32 pp, 35 cents. This 
little booklet explains how civil de- 
fense and other disaster workers 
can give psychological first aid. It 
describes the common reactions to 
unusual emotional stress, end gives 
you the fundamental principles of 
how to deal with them. These prin- 
ciples are applicable to any com- 
munity disaster. The booklet gives 
essential information and guidance 
for workers in floods, fires, torn- 
adoes, and other natural catastro- 
phes, as well as for civil defense 
against possible enemy action. 


e It Serves You Well, published 
by Bureau of Business Practice, New 
London, Conn. A brochure outline- 
ing the connection between a com- 
pany’s good will and its employees’ 
security. It points out that sincere 
interest and pride in job bring im- 
proved products and services. Copies 
obtainable on request. 


e Techniques of Plant Mainten- 
ance and Engineering. Clapp & Pol- 
iak, Inc., New York, N. Y. 1954 edi- 
tion; $7.50. An annual volume con- 
taining proceedings of the Plant 
Maintenance and Engineering Con- 
ference. Papers read by 24 authors 
are presented. Answers to more 
than 1,300 questions on plant main- 
tenance. 


e The Classification of Fire Haz- 
ards and Extinction Methods by 
James D. Birchall. John de Graff, 
Inc., New York, 97 pp, $1.50. This 
is an attempt to give a complete 
account of the nature of fire hazards 
involving chemicals. The book gives 
classified lists of substances and 
various extinguishing agents that 
can be used on these various sub- 
stances. There are detailed analyses 
with discussions based on tables 
The book goes into such catagories 
as gas and dust explosions, chemical 
fires and spontaneous ignition. 





POSITIVE PROTECTION 
for NIGHT WORKERS 


“GLO-GLOVS” 


Left-hand signal 
glove made of pat- 
ented reflective 
““Scotchlight” (R) 
material . . . wash- 
able — durable — 
pliable . . . re- 
flective power 
guaranteed for the 
life of the ese. 
300-yard visibility 
insures directional 
identification — 
plus operational 
safety for men and 
vehicles. 


Single Clove ... 


$2.95 


plus tax 


Manufactured by the makers of “‘Clo-Tex"’ re- 
flective fabric — and ‘“Clo-Streamers’’ for 
moving equipment. Displayed at 


Safety 
Congress. 





WRITE NOW — RICHT NOW... 
order — or for quantity and dealer discount 
information. 


Glo-Safety Products, Inc. 


612 CARLAWAY 
LA JOLLA, CALIFORNIA 


Circle No. 118 on reader service card. 








CTOP 


Slipping (@ 


accidents 
brush 


On slippery spots 


Forty per cent of all accidents are caused by falls. 
CONVOY is the easiest and most economical way to 
skid-proof your slippery, dangerous areas. It brushes 
on like regular paint . . . Costs less than 4 cents per 
square foot. Available in 7 colors: Tile Red, Light Gray, 
Dark Gray, Yellow, Green, Black and White. 

Also available in special acid-proof CONVOY. 


For Builetin and Color Card contact your Safety Equipment distributor or 
KELLEY-MAHORNEY CO., 1445 S. FIFTEENTH ST., LOUISVILLE, KENTUCKY 


Circle No. 117 on reader service card for more information 
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“Our Magcoa Dockboard 
speeds loading... pays for itself” 


Says James Johnson, Vice President, 
J. W. Johnson Company, canvas goods manufacturers, Bellwood, lil. 


“When we switched from heavy, makeshift steel plate to 
an engineered-for-us Dockboard, we chose Magcoa,”’ says 
Mr. Johnson. “Our Magcoa Dockboard can be positioned 
quickly and easily by one man,” he continues, “and when 
it’s in position, its safety angle holds it there. Our powered 
equipment and operators handle loading and unloading in 
record time, and are then free for other handling jobs through- 
out the plant. We figure,” says 
Magcoa Dockboard will quickly pay for itself.”’ 

Speed your loading and unloading. . 
frank Dockboard Facts File. It tells the Magcoa Dockboard 
story .. . and the story behind the story. 


MAGNESIUM COMPANY oF america 
Materials Handling Div. 7 


Circle No. 116 on reader service card for more information. 


Mr. Johnson, “that our new 


. send for our amazingly 


East Chicago 7, Ind. 
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: FOR 
_ COMPLETE 
PROTECTION 
AGAINST... 


Appointments... 


e at Ampco Metal, Inc., the ap- 
pointment of the Davis Emergency 
Equipment Company of Melrose, 
Massachusetts, as a Class A Safety 
Tool distributor. 


e at the H. M. Sawyer & Son 
Company, Cambridge, Mass., Wellis The B 
M. Partridge, Jr., appointed assist- ve Bomgardner 


ant sales manager of the clothing Mfg. wisp 
division. George Minitch 


e The Bomgardner Manufacturing 
Company, Cleveland, Ohio, appoint- 
ed George Minitch as direct factory 
representative for sales and adver- 
tising in territory east of the Miss- 
issippi. 





e at the American Chain Division, 
American Chain & Cable Company, 
Inc., Bridgeport, Conn., Frederick 
L. Rowe appointed district sales 7 American Chain 
manager of the Chicago, Illinois ter- 0% Cable Co.’s 
ritory. Bay Frederick L. Rowe 





Styles illustrated 
50-00 Jacket 
51-05 Pants 
53-15 Hat 


ONE MAN 
OPERATION 





Protective Clothing 


: MEYA) and fast! 


— W &K 
Wears like iron — takes endless rubbing, f ; foo} pal tired ths ime)" 
scraping, snagging, and still gives full aoe : ; 
protection. ee i 
100% Waterproof — made with top HOSE REELS 
quality base fabric saturation-coated first 
and then coated with 6 coats of Neoprene 


I Water is available instantly. Water pressure is available at the nozzle 
atex. 


even when hose is coiled on the reel. There’s no delay caused by running 
Positively will not blister, crack or For complete out the hose first, then turning on the valve. 
pecl. Its longer lasting quality means information ‘2. A continuous flow of water is maintained while unreeling. A swivel 
greater economy. , write Wirt & joint permits uninterrupted flow of water. There's no delay running 
Also: Laecee$ sei _ long sear I scm Knox Mfg Co., back to turn on valves. 
pee in aaa. oSepiegd 2308 West Kinks and tangles are eliminated. You unreel only enough hose to go 
: York St., directly to the fire. There’s no delay to straighten hose. 
Philadelphic Wirt & Knox Continuous Flow Hose Reels provide the means for 
32, Pa. instant action that keeps fire damage down. Reels are available in a 
complete range of sizes and can be easily installed on walls, columns, 
ceilings or floors. 


THE H.M.SAWYER 


. SON CO. Tea ) 
aes nase il 
Cambridge, Massachusetts 


Circle No. 119 on reader service card. 
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Circle No. 120 on reader service card for more information. 


OCCUPATIONAL HAZARDS 





e at Breuer Electric Manufactur- 
ing Company, Chicago, Illinois, Ir- 
win Burton appointed regional sales 
manager for the company’s Tornado 
line. He will head regional sales in 
Minnesota, North Dakota, South Da- 
kota, Iowa, Nebraska, Colorado, 

Brewer Electric Wyoming, Kansas, western Missouri, 
Mfg. Co.’s and western Wisconsin. 


Irwin Burton e at The Beryllium Corporation, 

Reading, Pennsylvania: Albert W. 

Pendergast Safety Equipment Com- 

pany, Philadelphia, appointed re- 

gional distributor, covering metro- 

politan Philadelphia, Delaware, 

southern New Jersey and Pennsyl- 

vania east of Williamsport. Pender- . 

gast Company is now celebrating its : 

tenth anniversary. W S A F £ Pp R Oo iN " 

The Boyer e The Boyer Campbell Company, 
Campbell Co.’s i Detroit, Michigan, appointed William This Apron is Faster and Safer 

William H. . H. Caugherty resident manager of Slips On and Pulls Off 

Caugherty newly opened branch at 301 Indiana, No Strings or Snaps—Removable 

N.W., Grand Rapids, Michigan. Cadmium Plated Spring Wire Frame 


e at National Sanitary Supply 


‘ 
‘ 
’ 
‘ 
’ 
’ 
‘ 


. 
’ 
' 
’ 
’ 
’ 
‘ 





> : 29 swiv electe rectors Each 
T. Seddon Duke, president of Star Association, newly elected directors BLUE DENIM (Sanforized) $2.00 


Sprinkler Corp., Philadelphia, was for 1954-1955 include Philip Shore, ACID PROOF (No Pockets) $3.50 
elected president of NFPA at the Shore Metal Products Co., president, 29” x 40”.—PLUS POSTAGE 
final session of the fire safety Leo J. Kelly, National Sanitary 
group’s annual meeting. Duke has Supply Association, executive vice- Patented in U.S. & Canada 
been a member of NFPA for over president, Lacy E. Crain, Conco 

25 years. He served on its board of Chemical Co., vice-president, War- Geo. H. Bowman, JR. 
directors for the past ten years and ren Haviland, Warren Haviland, Salem, Ohio, U.S.A. 

as a vice president for four years. secretary of the board. Circle No. 123 on reader service card 
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DUO-SAFETY 


MC Uuminum (dependable 


LADDERS 
MSGILL LAMP GUARDS 
... GOOD FOR A LIFETIME 


OF DEPENDABLE SERVICE ae ie outlast all 
Here’s the ideal ladder for all ‘ we others 


types of plant maintenance over- s\— S\y McGill 7000 SR with rubber handle, 
head work. The strength, light- © reflector and Levolier. Switch 
ness and non-rust qualities of | § McGill 7000 Series Lamp Guards are 
aluminum combine with the most ad built to withstand the hard wear and 
, : . b fh industrial " 
exacting engineering and manu- abuse of heavy industrial use. Proven 
facturing lagen agen to provide a nary.lamp guards. The handle is dur- 
ladder that will deliver a lifetime able rubber and the cage has extra- 
of safe, dependable service. * heavy steel wires, electrically welded 
There are Duo-Safety aluminum for strength — zinc plated chromate 
ladders in all types of step fold- finish. Available in many other models 
ing and extension ladders. Your 
inquiry will receive prompt : 
attention. Pie SSS Send for 


» . . oF 
To can MSGILL® 
WRITE TODAY FOR FREE CATALOG. ° 
a AL Catalog i 
Type F—Extension Ladder meee » electrical specialties 


Belek take yg BOM . 
DUO-SAFETY-LADDER CORP. 
dike - 90h $e. Oaiceeed aaa MCGILL MANUFACTURING CO., INC. ts m. cAMPEELL 


Circle No. 122 on reader service card for more information. Circle No. 121 on reader service card for more information. 
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to last many times longer than ordi- 


—also with 18-28 JT thermoplastic 
cord and plug. 

















Club 


e Francis E. Kahn, Hoyt Mining 
Company, was at work in the com- 
pany’s Scranton Pit, as a churn drill 
operator. While drilling, he noticed 
the top of the stem swaying, and 
stepped off the machine to get a 
better view. As he looked up, a 
chunk came off the bank and struck 
the hard hat he was wearing with 
such force that it knocked him 
down. He received a 1% inch cut 
on the left side of his scalp, but was 
otherwise uninjured. His hard hat 
probably saved his life. 


e Otis G. Adams, Continental Oil 
Company, Forsen Texas, was laying 
tubing when the wind blew an ele- 
vator into the pumping jack beam, 
causing the elevator bail to drop 
through and unlatch the elevator. 
This caused a joint of 2% inch tub- 
ing to fall, striking Adams’ hard hat. 
He received cuts on the forehead 
and scalp but no fracture. His hard 
hat may have saved his life. 


e Lyman J. Schafer, Consumers 
Power Company, Jackson, Michigan, 
was hit on his hard hat by a rope 
block that fell about 25 feet from 
the top of a Horton Sphere. Schafer 
received a slight scalp laceration, 
which required 3 stitches. He lost 
no time from this accident, which 
could have been fatal had he not 
been wearing his hard hat. 


e Archie Tripp, S. D. Warren 
Company, South Brington, was 
struck by a tree limb. The limb was 
3 inches to 4 inches in diameter and 
fell about 40 feet. It hit Tripp’s hard 
hat which prevented him from re- 
ceiving any injury. 


e Bynum Swearingen, employed 
by Columbia River Constructors, 
was standing on a pour at one of 
the company’s units. The concrete 
bucket had a long trunk attached. 
When the concrete was emptied into 
the trunk, it clogged and then came 
loose, causing the trunk to whip and 
forcing Swearingen’s head between 
the trunk and the steel form. Be- 
cause he was wearing a safety hard 
hat, he was not injured, and lost no 
time. 
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e Charlie Lawrence, Standard 
Oil Company, Whiting, Indiana, was 
hit by a boilermaker’s chisel. Weigh- 
ing about 1 pound, it fell 25 feet, 
struck Lawrence’s hard hat. The 
chisel glanced off harmlessly. His 
hat saved him from injury. 


e Richard Denbaas, Detroit Edi- 
son Company, helped to repair a 
turbine at the St. Clair Power Plant. 
Denbaas was holding a 4x4 wooden 
block against the key of the control 
on the thrust bearing, while another 
worker, standing five feet above him 
on the turbine casing, used a copper 
sledge hammer to drive the key into 
place. The sledge hammer, weigh- 
ing 9 pounds, broke off the handle, 
struck Denbaas’s hard hat. Had he 
not worn it he may have been seri- 
ously injured. 


e George A. King, Higgins Incor- 
porated, was working at the L.C.M. 
Boat Line. A piece of steel fell 
from the top of the boat, struck his 
head and right shoulder. His hard 
hat prevented an injury. 


e Flem Wheeler, United States 
Forest Service, Mt. Ida, Arkansas, 
was clearing away bulldozed stumps 
and trees with a small tractor when 
a small tree bent and snapped, strik- 
ing the hard hat that Wheeler was 
wearing. The force of the blow 
stunned him but otherwise he was 
uninjured. The hard hat prevented 
serious injury. 

e J. H. Plautz, while working on 
the second level of a structure at 
the Carbide and Carbon Chemicals 
Company, Texas City, Texas, was 
struck by a pair of sidecutting pliers, 
which had dropped 14 feet. His 
hard hat kept him safe. 


e Lennie E. Nosker, Higgins In- 
corporated, was busy at the Indus- 
trial Canal. A strong wind blew a 
3x12x12 scaffold board from the top 
of the scaffold. It dropped 18 feet, 
struck Nosker’s hard hat. Although 
the force of the blow broke the in- 
ner band, he was not seriously in- 
jured. 





Recently admitted to the Turtle 
Club are these men whose lives 
have been saved by their hard hats. 


e Charles Hutchinson, Columbia- 
Geneva Steel Div., U. S. Steel Cor- 
poration, Pittsburg, California, was 
operating a crane with a 5 ton capa- 
city. The crane’ was lifting a bundle 
of plate that weighed about 342 tons. 
The load line parted, whipped back 
and struck the hard hat Hutchinson 
was wearing. He received only a 
stiff neck, losing no time from his 
job. His hard hat may have saved 
his life. 


e R. E. Percell, E. I. du Pont de 
Nemours & Company, Inc., was 
working at the company’s Dana 
Plant, when a scaffold clamp weigh- 
ing about 2 pounds fell about 30 feet 
and struck the safety hat Percell 
was wearing. He was not injured. 


e Columbus J. Morris, Lehigh 
Portland Cement Company, assisted 
in raising a gear housing above the 
number three kiln. A 2x2 angle iron, 
approximately 16 inches long drop- 
ped about twelve feet from the top 
of the gear housing. It struck the 
hard hat worn by Morris. Result— 
no injury. 


e Frank Lawrence, Baynes Man- 
ning Ltd., Alberta, Canada, was 
helping to steady a 30 inch rail 
pile, when the top section shattered 
upon impact from a steam hammer, 
and a piece of metal weighing about 
2% pounds struck his hard hat. His 
foreman had _ previously insisted 
that all men wear their hard hats. 
The hard hat probably prevented 
serious injury. 


e Daniel Lannigan, Morrison- 
Knudsen - Kiewit - Maney, Alliston, 
Massachusetts, was working when a 
loading stick, 15 feet long and 1% 
inches in diameter fell approxi- 
mately 300 feet and hit the hard hat 
he was wearing, as well as his left 
shoulder and upper arm. Lannigan 
received cuts on the left shoulder, 
forearm, and scalp. He received no 
permanent injuries from the acci- 
dent, but he did lose 31 days from 
work. Lannigan’s hard hat prebably 
saved his life. 


OCCUPATIONAL HAZARDS 






e Thomas’ Marcus _ Shellshear, 
Carbide and Carbon Chemicals 
Company, Texas City, Texas, was 
pushing a plug out of a vent stack. 
He used a ram and two pairs of 
comealongs. One of the comealongs 
slipped, caused ram to fall to one 
side, which allowed an eight foot 
long 2 inch pipe to slip. This pipe 
struck Shellshear’s hard hat. He 
was not injured. 


e Arthur Hemmingway, Produc- 
tion Maintenance Company, was 
working at Amelia Field, when a 
block guard fell off a derrick. The 
guard fell about 40 feet, and hit 
Hemmingway’s hard hat and his 
shoulders. He received a_ broken 
collar bone and was out of work 
for around 60 days. Hemmingway 
believes that he is alive today be- 
cause he was wearing a hard hat. 


e Albert E. Rhodes, Southern 
California Edison Company, was 
working in Waterman Canyon. A 
pair of 18 inch bolt clippers fell 
about 35 feet from a material bag 
which was hung on a primary arm. 
The clippers weighed about 2% 
pounds. The hard hat worn by 
Rhodes was struck and slightly per- 
forated. He received no injuries and 
lost no time. 


e Samuel A. Bjorkman, Tide- 
water Associated Oil Company, 
Bayonne, New Jersey, was struck 
by a hoisting cable. The force of the 
blow knocked him down, split his 
hard hat crown. Without his hard 
hat the blow would have caused 
serious injury. 


e Edward Lorenc, worked below 
the furfural structure at Tide Water 
Associated Oil Company, Bayonne 
Refinery, New Jersey. A_ scaffold 
plank fell, struck top of his hard 
hat. He was knocked unconscious, 
but not seriously injured. 


e Cecil W. Rowe, Geophysical 
Service, Inc., Dallas, Texas, was 
working at a site where an explo- 
sive charge had been set off in the 
ground. Rocks and gravel were 
thrown from the mouth of a shot 
hole. A large rock hit Rowe’s hard 
hat, resulting in a scalp wound. He 
was absent from work for several 
days, but received no permanent ef- 
fects from the injury. 


e August Pedrow, Foley Broth- 
ers, Inc., St. Paul, Minnesota, was 
working at Hamms Brewery when 
a temporary roof on one of the 
buildings was being raised. A 4 x 4, 


Continued on next page 








Super Sweeper 
Snaps Up Scrap 


Pull, push or suspend versatile new 
Permanent Magnetic “Super Sweeper”. 


Quickly clean dangerous tramp iron— 
nails, tacks, scrap—from factory floors, 
aisles, lots, etc. Lightweight Super 
Sweeper is easy to maneuver because 
of light tubular steel construction and 
puncture-proof, removable 8.00” x 2” 
tires. The Super Sweeper is a self-con- 
tained unit. No electric current. The 
magnetic power lasts indefinitely. Your 
first cost is the last cost. There is a 
flexible Super Sweeper to meet your 
exact requirements. Write for Bulletin 
on this money-saver, trouble-saver. 


MANUFACTURING 
COMPANY 


79K Magnet 
Drive, Erie, Pa. 


as ¥ Pe i “ 
Circle No. 126 on reader service card 





e 
Shiu Cote . . . as the name implies, 


protects the skin from grease, oil, paints, grime and other 
compounds or chemicals which may irritate or contaminate 
the hands or other parts of the body . . . supplied in 8 ounce 
tubes, 8 ounce and 16 ounce jars and 25+ pails . 
have your problems . . . we are sure that we can solve them. 


The BOYER-CAMPBELL Company 


6532 St. Antoine St. 


Everything for Safety 


Branch: 301 Indiana 


Circle No. 124 on reader service card for more information. 
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. . let us 


DETROIT 2 


Grand Rapids 


PAYS FOR ITSELF FAST! 


eR 


dastis 


will be loaded and unloaded without lost time. You'll 
also cut demurrage costs; eliminate shifting charges; 
abolish a cause of accidents... Lo-Hed Car Puller makes 
money inside a plant, too. Electrically-driven, rugged, 
it pulls anything in its capacity that can roll or slide. 
Write for full facts 


LO-HED MEANS LOW OVERHEAD 


AMERICAN ENGINEERING 


COMPANY 


2429 Aramingo Avenue * PHILADELPHIA 25, PA. 
AE Products are: Taylor and Perfect Spread Stokers, Marine Deck Auxiliories, 
Hydromite and Hele-Show Fluid Power, Lo-Hed Hoists, Lo-Hed Cor Pullers. 








Circle No. 125 on reader service card for mere myormation. | 
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PROBLEM 


SOLVES ISE 

. a 
ie + x 
\y | j / 


PEN UNRER 


Lee Sonic EAR-VALY 
MECHANICAL hearing protector 
NOT AN EAR PLUG 








taner valve «ctuated by sound pressure 
@vtomatically controls sound entering ear; 
temoves harm from noise without interfering 
with conversation or normal air circulation. 


INSURES AGAINST HEARING LOSS 


HEAR WITHOUT REMOVING FROM EARS 
@ A SUPERIOR SAFETY DEVICE 
@ IN EFFECT, A PROTECTIVE EAR DRUM 
@ TINY, COMFORTABLE, DURABLE 
@ EASILY CLEANED . . NON TOXIC 
@ ACCLAIMED .. . RECOMMENDED BY 
EMINENT EAR SPECIALISTS 
@ = Send for FREE literature. 





Signa Engineering Company 


LOS ANGELES 28, CALIF 





1349) VINE ST 


Circle No. 130 on reader service card. 





TURTLE CLUB 





10 ft. long fell and hit the hard hat 
Pedrow was wearing. He received a 
bump on the top of his head, a stiff 
neck, and a slight headache. He lost 
a half day’s work, but had no perm- 
anent effects from the incident. 


e Joseph Stewart, Trinidad Lease- 
holds, Ltd., was working at the 
Sulphur Granulating Plant in 
Pointe-a-Pierre, British West In- 
dies. He was sharpening pickets to 
use on a shuttering job, when a 
piece of steel rod (% in. x 15 in., 
weighing 1 lb. 12 oz.) which a fel- 
low worker was driving with a 
sledge on a new three inch surface 
over a hidden concrete block, flew 
up point first, and struck the brim 
of the hard hat Stewart was wear- 
ing. The blow caused a fractured 
skull. Stewart is alive today be- 
cause he was wearing his hard hat. 


e Robert Hoggan, Phillips Petrol- 
eum Co., was working at the com- 
pany’s National Reactor Testing 
Station, near Arco, Idaho. A steam 
hose coupling failed, allowing the 
hose to fall about 20 feet. Hogan 
was bruised and cut. He lost 48 
hours from work, but his hard hat 
saved him from serious injury. 


Continued 


e Royal R. Goebel, Carbon Chem- 
icals Company, Texas City, Texas, 
was installing a slip blind in a ten- 
inch line. Another operator was 
closing a two-inch valve about ten 
feet above Goebel, using an 18-inch 
pipe wrench. The wrench slipped, 
hitting the left side of the hard hat 
worn by Goebel. He was not in- 
jured. 


e Archie M. Medina, Colorado 
Fuel and Iron Corporation, Pueblo, 
Colorado, was drilling watering 
holes for blasting when a 9-inch 
brick, weighing 20 pounds, fell 10 
feet and struck the hard hat he was 
wearing. Witnesses think that his 
hard hat saved his life. 


e James F. Brown, Naugatuck 
Chemical Div., the United States 
Rubber Company, Synthetic Rubber 
Plant, Naugatuck, Connecticut, was 
working in the No. 1 Peactor area 
A steel spud wrench fell through 
the mezzanine level grating, point 
first, and struck the hard hat 
that Brown was wearing. The 
wrench weighed about three pounds 
and fell ten feet. He received no 
permanent effects from this and lost 
no time from work. 





No. 200 
Asbestos Gloves 
Lined or unlined. Piain 
or leather reinforced. 
11, 14, 23” length. 


No. 250 
Asbestos Mitts 


Revers ile, worn 
either hand giving 
double service. 

Lined or unlined, 
11,14, 23” lengths. 





No. 225 
leather 
Reinforced 
Asbestos Gloves 


Leather palm, fin- 
gers, thumb. 11, 
14, 23” lengths 





No. 280 
Leather 
Rejnforced 
Asbestos Mitts 


(In Canada: 


Palm, back and 
thumb, reinforced 
with heat resistant 
leather, 11, 14, 








1800 Garfield Street, 
Danville, Ill. 


Safety Supply Co., Toronto) 


For Safety 
Get Quality 
Asbestos Gloves 


Only quality can put full safety into 
asbestos gloves. Steel-Grip asbestos 


safety gloves are quality throughout. The quality 
ap with the asbestos cloth . 
212 Ib. per square yard. You find quality in the design 
..seamless one piece construction from tip to top. No 
seams at wrist or working edges to pull out or burn 
just when protection is most needed onthe job. Double 
sewn throughout. Full cut for cool, comfortable fit. 
And the manufacture is of the quality that made 
Industrial Gloves Company the leader for 43 years. 
Gloves and mittens, both plain and leather rein- 
forced, your choice of lined or unlined, made in 
standard lengths of 11", 14”,and 23”. Special lengths 
to your requirement. Knitted cotton lining, 8 ounce 
weight, is our standard lining. Knitted linings allow 
quick dissipation of heat. Special linings available. 
A complete line of asbestos safeguards for every job 
hazard. Tell us what you need. Catalog free. 


INDUSTRIAL GLOVES COMPANY 


. Underwriters’ Grade 






@ corporation ‘ 
Steel-G rip 


OSE 


Safety Apparel 


T TRADE-MARK 


23” lengths. : Demand this 
To be sure of the Genuine Siedi tack 
Circle No. 129 on reader service card for more information. 
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THE KENNEDY 
‘““VICTORY’’ CAP 





Designed She 
for 


GREATER SAFETY 


FOR ALL 
INDUSTRIAL JOBS 


Better protection for all the hair all 
the time because the full, wide, 
snood-type back of the Kennedy 
“Victory” Cap permits complete 
coverage. Easy to put on. Adjust- 
able to all head sizes. 11 styles to 
choose from. 

Manufacturers and distributors 
of a complete line of 
safety clothing and equipment. 
Write Dept. OH for information 
regarding your needs. 


V. E. KENNEDY— 
INGALLS CO. 


3735 NORTH 35TH STREET 
MILWAUKEE 16, WISCONSIN 





Circle No. 131 on reader service card. 
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e Paul Crankovich, Consumers 
Power Company, was loading an old 
25 foot metal pole onto a truck in 
Pontiac, Michigan. The post was 
raised on a sling, and then lowered 
to a height of five feet above the 
street. A damaged base of the post 
came loose, causing the post to roll 
clockwise, and in turn hit a street 
sign, which hit Crankovich’s hard 
hat. He received slight bruises on 
the shoulder and arm. There were 
no permanent injuries from the ac- 
cident. 


e Steve J. Swath, Colorado Fuel 
and Iron Corporation, Pueblo, Col- 
orado, was observing the slag struc- 
ture to determine the location of a 
blasting hole, when the roof on the 
furnace caved in. A brick, weighing 
16 pounds, fell 20 feet and struck 
the safety hard hat Swath was 
wearing. His hard hat protected his 
head from serious injury; however 
other parts of his body were hit and 
he received a broken leg and other 
injuries. It is believed that Swath 
is alive today because he was wear- 
ing a hard hat. 


e Jacob Braun, Pacific Pine Com- 
pany, Ltd., Queensborough, British 
Columbia, was working on a dock 
crane and was straightening dun- 
nage on a pile of lumber. The crane 


operator brought the sling of lumber 
too close to Braun before he realized 
that he was not ready for the load. 
The operator stopped the load sud- 
denly and a sling on the load broke 
loose. Some of the lumber hit the 
hard hat Braun was wearing. He 
was not seriously injured. 


e Walter Bently, C. F. Braun and 
Company, was at work at the Esso 
Standard Oil Company in Bayway, 
New Jersey. A catch basin was be- 
ing lowered to its location, when a 
4 x 4, about 6 feet long, fell and 
struck the top of his hard hat. This 
blow caused a 3-inch laceration that 
required eight stitches. Bently lost 
three days’ time from work. He 
suffered no permanent after effects. 
Had he not been wearing a safety 
hat, he could have been fatally in- 
jured. 


e Frank Vande, Kaiser Engineers, 
Richmond, Washington, was at work 
when ironworkers were installing 
pipe handrail above him. A _ two- 
pound spud wrench dropped a dis- 
tance of about 35 feet, striking the 
hard hat worn by Vande. The 
wrench then glanced down and in- 
flicted a severe contusion and abra- 
sion on the top of his left shoulder. 
The safety hard hat prevented seri- 
ous injury. @ e 


M isks 


tain twice 





eee. 
MARTINDALE 
____ 


PROTECTIVE MASKS 


PLACE HEAD- 

ANO WELL 
UP AROUND 
HEAO TO KEEP 
FROM SUP 
PING DOWN 


PRESS NOSE 
TABS IN CLOSE 
AGAINST FACE 
TO MOLD Pa: 

AGAINST we PRESS EOGES 
OF FACE PLATE 
DOWN TO FIT 
FACE SNUGLY 


1 ¥2 ounce. Excellent Protection 
t non-toxic dusts except free silica. Re 
cotton pads are inexpensive and 


tle Protective Masks 


rtindal ‘ 
No. 1 Refills (Standard weight) ... 


2 Refills (heavyweight) ......... 
packed individually. Refills pac 
envelope No. 2 (heavyweight) Refills con 
t 1s much filtering cotton as No. 1. 
DISCOUNTS 
m $10.00 list ...... 
to $24.99 list 
$99.99 list 
ind over sathesane sa ; 
mum, charge account or C.O.D. ......$2 
cash with order . $1. 
We pay delivery charges on Cash Orders. 
Send for 64-page Catalog No. 29 of 
Maintenance, Production and 
Equipment. 


MARTINDALE ELECTRIC CO. 


Cleveland 7, Ohio 


1311 Hird Ave. 
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Lightfoot 
POWDERED SOAPS 


Approved by, 
American Industry 
for More than 
36 Yearal 


We shall be pleased to 
supply detailed informa- 
tion on these products. 
Remember, Lightfoot has - 
a_ specialized svap for 
every type of plant re- 
quirement and your in- 
quiries on specific cleans- 
ing problems will receive 
prompt and __ intelligent 


attention. 


ght 
lighttoot 


SOAP DISPENSER 


The Dispenser that's 
Indispensable! 


lightfoot 


“PLAIN-CUT” 
First Name ta 
HARD MILLED BAR SOAP 
for Washroome, 
Showers, ete. 





fully. 


“IMPROVED” 1954 MODEL 
Fluorescent Lamp Disposal Unit 


Burned out fluorescent lamps present a nuisance 
and definite hazard. 


Flur-o-lamp Disposals solve this problem. 


The Law States 


fluorescent lamps must be destroyed before they 
are thrown in the public dump. 


The Flur-o-lamp Disposal does the job safely, 
quickly and economically. 


Several thousand units now operating success- 


Three sizes to choose from depending on your 
requirements. 


Send For Catalogue 


LIGHTFOOT SCHULTZCOMPANY | | LADUBY COMPANY, Inc. BRANFORD, CONN. 


380 MADISON AVENUE * NEW YORK 17, N. Y. 
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_ And Sudden: 


Injury h 


e Joseph Rubin of Albany, 
New York, was operator of this 
warehouse elevator. Somehow, 
as he started the car upward, 
he slipped. His foot dropped 
off the unprotected front, and 
his leg wedged between the 
rising car floor and the eleva- 
tor shaft. An ambulance rushed 
him to Albany’s Memorial Hos- 
pital; his condition was critical. 


e No freight elevator should 
be operated without a safety 
gate extending all the way 
from the car floor to a distance 
at least shoulder high—perhaps 
five feet. 


e The gate should itself act 
as an automatic brake, so that 
the car cannot operate in either 
direction until the gate is com- 
pletely closed and latched. 


e Elevator flooring should 
consist of some non-skid ma- 
terial which will resist the slip- 
ping of both rubber and leather 
soles when they are wet. 


e Ledges, sills, floor beams, 
and other projections on land- 
ing sides of the shaft that ex- 
tend inward more than one 
inch should be bevelled or fit- 
ted with rounded guards. 


e Operators should be taught 
never to start an elevator un- 
equipped with car safety gates 
until the operators are stand- 
ing or sitting at a safe distance 
from the edge of the car floor. 


e The rule adopted by New 
York State for all freight ele- 
vators should be adapted to 
plant needs in accordance with 
local building codes: “The 
clearance between the edge of 
the car platform and edge of 
any landing sill or the edge of 
any door when used as a land- 
ing sill shall be not greater 
than 1% inches and the mini- 
mum clearance shall be not 
less than %4 inch.” 


International News Soundphoto 


by Bernard Kolenberg. Albany 
Times Union. 
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KEEP SAFETY OUT IN FRONT 
GET DAV-SON “TELL-ALL” PLANT SAFETY BOARDS 


Dav-Son Bulletin Boards are especially designed to get the maximum attention for 
your messages. Dav-Son equipped plants everywhere are maintaining envious safety 
records. Write for circular describing the many styles available. 


DAV-SON 
CORK BACK BULLETIN BOARD 
For Inside or Outdoor Use 
@ Wood or Metal Frames 
@ Glass Enclosed or Open 
@ Real Cork Mounting Surface 
@ Illuminated or Non-!l'uminated 
@ Many Sizes. Low Cost. 





DAV-SON 


“The Safety Director’ 


We are manufacturers of bulle 
tin boards for every purpose 
Changeable letter directories, 
production control and sales bul- 
letin boards, cork back boards, 
and special display boards of 
all types. 


CONSULT US 


Flashing Color, Change- Pl URE HAZARDS | 
able Letter Display for bare Sale A css | 
Timely Safety Messages. Weir LL ACTIiVviT iq 
The most effective safety Al 2 AMY OFin: y 
bulletin made. Write for ‘] 
special circular. am ! 


ox JC. DAVENPORT & SOU1NG. 


Tih ESTABLISHED 1932 
SEU 0311 N. DESPLAINES ST., CHICAGO 6, ILL. 


MANUFACTURERS OF BULLETIN BOARDS FOR EVERY NEED 
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BEFORE 


Much Will 
This Reduce 
Your Yearly 

GLOVE 
Cost? 


oe 


LEATHER 
RUBBER OR COTTON 


THIS IS WHAT “WASH- RITE” DOES... 
Throw all your dirty, worn leather, rubber or cotton gloves in our 
steel drum. Ship to vs. We correctly clean, sterilize, COM- 
PLETELY REPAIR, sort, reshape, pair and ship them back to you 
as serviceable as new. Depending upon the gloves and their 
usage, gloves are being re-claimed by us 3 to 5 times. We 
specialize only in laboratory controlled re-claiming of rubber, 
leather and cotton gloves, aprons and clothing. Write for 
literature 
10 Years of Proven Service 


YOUR GOODS FULLY INSURED ...WORK GUARANTEED 


1412-26 CORNELL AVENUE - INDIANAPOLIS 2, INDIANA 


Circle No. 136 on reader service card for more information 





Western Stove Works 


Saves 
Fingers 


with 


Western Stove Works, 
well-known California 
manufacturer — like so many punch press users — 
saves workers’ fingers by using Pres-Vac Safety Feeders, keeping 
fingers away from press ram. Pres-Vac Safety Feeders enable 
operator to feed part or blank into die from a safe distance of 14 
inches. Fear of injury is eliminated and operator efficiency increased. 
Also AIR Pres-Vac operates from compressed air at 45 Ibs, pressure 
BLAST VALVES which passes through a venturi to create a vacuum. 


Write for FREE Catolog 
AIR, DIVISION 


4171 RAVENSWOOD AVENUE 
CHICAGO 13, ILLINOIS 


District Offices: DETROIT and CLEVELAND 
with Safety 


Circle No. 138 on reader service card for more information. 


Film Library 








Grinding Wheel Safety 


e Play It Safe: shows how to 
avoid the four major causes of wheel 
breakage. A highlight of the film 
is a grinding wheel shown flying 
apart at terrific speed. This scene is 
filmed at regular speed, and then in 
slow motion. Peninsular Grinding 
Wheel Sales Corporation. 16mm. 
Color. 


Circle No. 250 on reader service card. 


Human Relations 


e Jim Halsey: shows a case study 
that is based on problems from 
actual personnel records. This is the 
case of a problem involving a 20 
year employee who has violated a 
plant order that was initiated for 
the sake of worker safety. McGraw- 
Hill Book Co., Inc., Text-Film De- 
partment, 35mm Sound Filmstrips. 
Price: $4.00. 


Circle No. 251 on reader service card. 
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“ELUD=LITE” 
MAGNIFIER 


Fluorescent 7 


|| G | 


GQ 


Lighting 
for 
INSPECTORS 


ASSEMBLY 


Floodlights the work area with WORKERS 
scientifically focused, shadow- 

free fluorescent light, magnify- TOOLMAKERS 
ing the work through a high 


quality 5” diameter lens with a MACHINISTS 


focal distance of 13”. Magnifi- 
cation two to one. Also avail- And Others 
able with auxiliary lens provid- 
ing four to one magnification. Engaged In 
WRITE FOR BULLETIN NO. 58 Close Work 


(PCD Safety Equipment for alt Industrica 


INDUSTRIAL PRODUCTS COMPANY 


2826 N. FOURTH STREET e PHILADELPHIA 33, PA. Y 


“TTL eee eeeeecezzzt 


Circle No. 137 on reader service card for more information. 


XS G_ 


SSB SS SDB RSS 
DIV. MQM MQ G >rWv[DHKn’]JN 





134 


YOU NEED A 
DUPOR 
AUTOMATIC 


Water-Cooled Respirator 


Sponge filter saturated in cool, 
clear water provides moist air 
for comfortable breathing. Ideal 
protection against dust, fumes, 
smoke, paint spray. Full pano- 
rama visibility. Can be worn 
with goggles or glasses. Work 
refreshed, order a water-condi- 
tioned respirator today! Sample, 
$2.00 postpaid. 


H. S. COVER, SOUTH BEND, IND. 


“Respirators for Industry 
since 1894” 


Circle No. 139 on reader service card for more information. 
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Social Security 


e Your Social Security: reviews 
history of social security in the 
United States. Explains 1950 am- 
endments to social security laws ex- 
tending coverage of old age and sur- 
vivors’ insurance and _ increased 
benefits. 18 minutes. United World 
Films, Inc. Purchase: $29.11. 


Circle No. 252 on reader service card. 


Health & Hygiene 


e Dermatoses of Industrial Work- 
ers: This film shows you various 
methods of investigation, patch 
tests, sensitivity of patients to irri- 
tants, reactions, pathology, and 
treatment and reaction of patients. 
Boston University Film Service. 
16mm, sound, color, 20 minutes. 


Circle No. 253 on reader service card 


e Your First Defense: shows how 
skin protects the body. Discusses 
care necessary to prevent occupa- 
tional skin diseases. 15 minutes. 
Zurich Insurance Companies. 35 mm. 
slide film. Sound, b&w. Free loan. 


Circle No. 254 on reader service card 


e Unconsciousness: shows first-aid 
treatment for hysteria, fainting, 
heat exhaustion, heat stroke, sun- 
stroke, epilepsy, apoplexy, carbon- 
monoxide poisoning, drowning, and 
électric shock.(a filmstrip) United 
World Films, Inc. 35mm, 59 frames 
with disc, 13 minutes, $5.00. 


Circle No. 255 on reader service card. 


e Kitchen Habits: explains under 
actual operating conditions in the 
kitchen, importance of developing 
good hanbits relating to food sanita- 
tion. United World Films, Inc., 12 
min., color. Price: $77.18. 


Circle No. 256 on reader service card. 


General Safety 


e The Magic Carpet: shows how 
to prevent slipping accidents and 
prevent fires through housekeeping. 
11 minutes. Waverly Petroleum Prod- 
ucts Co. 16 mm. Sound, b&w. Free 
loan. 


Circle No. 257 on reader service card. 


Fire Protection 


e Flamefoil Canvas Protection: 
demonstrates the safety and service- 
ability features of fire, mildew, and 
water-resistant canvas which can be 
utilized in industrial or public ser- 
vice operations. Free loan from 
Princeton Film Center, Inc. 

Circle No. 258 on reader service card. 
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Protect Your Personnel, 
Shipments And Equipment 
During Dock Handling 
Operations With 
ROWE’S Low-Cost 
Adjustable Dock Ramps 
Or Truck Lifts 


Here are reasons why it pays to invest in 

Rowe dock ramps or truck lifts: 

@ Reduces breakage and accidents 

@ Increases speed of loading-unloading 
operations 

@ Eliminates physical lifting of heavy loads 
by dock hands 

@ Low original cost—Low installation cost 

@ Low operating cost—Minimum mainte- 
nance cost 

Whether you require a dock ramp or if 

you are restricted for space and need a 


lift truck, it will pay you to check with 
ROWE first. 


Write for 
free booklet 
and prices. 


ee, 


ADJUST-A-DOCK—built into or in front of 
loading docks, it is instantly raised or low 
ered by push button control. Available in 
standard 10,000#% or 20,000% capacities 


—— 


ADJUST-A-TRUCK— instantly raises or low 
ers rear wheels of motor trucks or trailers so 
its floor level is positioned at same height 
as loading dock floor. It is push button con 
trolled and available in standard 40,0002 
capacity 


ROWE METHODS, INC. 


2534-G DETROIT AVE. e@ 


CLEVELAND 13, OHIO 


Circle No. 142 on reader service card. 








handle THE INJURED with care 





Reeves 


Reg. U. S. Patent Office. 


FLEXIBLE STRETCHERS 


Every casualty, no matter how slight or how serious, can be 
made worse by rough or improper handling. 


a PAP age ag MAIO og np 


You will find the REEVES the best STRETCHER for an emergency. They are 
used by many industrial plants, hospitals, first aid and rescue squads, police 
and fire departments throughout the country. 


STRETCHER CANISTER 


Keep your stretcher ready for an emergency. Store it in a Reeves Stretcher 
Canister where it will be protected from dirt, dust and dampness. 


A. Smith & Son, Inc. 


Established Eighteen Hundred Sixty-Seven 


1237-39 Ridge Ave. 


Philadelphia 23 





‘‘1f It's Made of Canvas, We Make It’’ 
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The Personal Touch 





AN EMERGENCY CARE COURSE at 
Electro-Motive Division, General 
Motors, La Grange, Illinois, plant 1 
was held for 1000 hourly employees. 
Each individual attended two ses- 
sions on succeeding days. First day 
covered lectures by safety super- 
visor and safety engineer, showing 
of the movie “Seconds Count.” 
Second day was devoted to partici- 
pation in emergency treatment and 
transportation of injured. Trainees 
were so selected that all areas of 
plant are covered. 


VOLUNTARY VISION TESTS ARE BE- 
ING OFFERED to all B. F. Goodrich 
Co.’s, Akron, Ohio, employees. After 
employee’s eye check has been stud- 
ied, medical department mails em- 
ployee a card, informs him whether 
he would profit by visiting an eye 
doctor. These vision checks boost 
health and_ safety. When _ sight 
screener toured the plant two years 
ago, only 42 per cent of those taking 
examination passed completely—55 
per cent needed glasses. Findings 
are confidential. 


GREATER UNDERSTANDING and co- 
operation of all segments of the St. 
Louis-San Francisco Railway Com- 
pany, was motive for a human rela- 
tions seminar. 750 supervisory em- 
ployees attended the two day semi- 
nars. It gave them better picture of 
railroad, its operation, what his fel- 
low workers do. The first day was 
spent listening to talks on their de- 
partments given by 16 top execu- 
tives, second day, attendants were 
divided into groups. Free and open 
discussions were encouraged, gave 
employees opportunity to learn 
about departments, operations with 
which they were unfamiliar. 


WHAT'S IN A GOOD SAFETY SLOGAN? 
Hanna Coal Company, Division of 
Pittsburgh Consolidation Coal Com- 
pany, St. Clairsville, Ohio, con- 
ducted a company-wide safety slo- 
gan contest. “Enjoy Safety” was 
the winning entry. There were 
1,376 slogans submitted. The award: 
a trip to Florida for the winner and 
his wife. Five other winners were 
given wrist watches. 


A CERTIFICATE OF SAFE WORKMAN- 
SHIP is reward for lost time accident 
free departments in Quebec indus- 
trial plants. Certificates are issued 
annually by Quebec Association for 
Prevention of Industrial Accidents. 
Presentation of certificates stimu- 
lates workers’ safety program inter- 
est, stimulates inter-departmental 
competition to work safely. Fore- 
men ot departments with no lost 
time accidents also receive similar 
recognition cards annually. They’re 
titled “Safety in Foremanship.” 


HOW TO ATTRACT ATTENTION to 
safety messages was recently dis- 
covered at National Lead Company, 
St. Louis, Missouri. Match books 
bearing a safety message and one 
concealed letter spelling “safety” 
were dropped with cigarettes from 
vencing machines located through- 
out the plant. Six different covers 
were issued. Each person holding 
a set of the covers spelling “safety” 
was awarded a gift. The company 
credits the stunt with excellent ac- 
cident-reduction results. 





by removing princins! cause 


Because of Blind Corners 


Klear-Vu 
Safety Mirrors 
for Industrial Use 


¢ Klear-Vu Safety Mirrors are designed for use in 
factories and warehouses where blind corners, cross 
aisle intersections, entrances and exits present a 
safety problem because of traffic accidents. 

¢ Mounted at a height of 8 to 10 
Safety Mirrors clearly reflect the movement of on- 
coming floor traffic from —_ directions—there- 

e or collisions. 

e Mirrors are easily installed and adjustable for any 
desired angle. They are also adaptable for outdoor use. 


feet, Klear-Vu 





Style 
Circular 


No. Dimensions 


You'll find answers on what to do about 
them in this complete safety reference book 
—Industrial Safety and Health Handbook. 


Second printing available for immediate shipment. 
Order your copy today. Price: $25. 


@ The Handbook gives 
you the latest informa- 
tion on all phases of 
industrial safety. Written 





Convex Glass 120 12”. Dia. 
Circular 

Convex Glass 180 18” Dia. 
Circular 

Convex Glass 240 24” Dia. 
Flat Glass 

Rectangular 918 
Flat Glass 

Rectangular 1640 


in non-technical lan- 
guage, it’s a valuable 
guide to elimination of 
hundreds of health and 
safety hazards. 


INDUSTRIAL 
BOOK CO. 


1240 ONTARIO ST., CLEVELAND 13, OHIO 


Write For 
Bulletin: 


po tn Oe 


> 


» 
as 
Sr 


: 
SS gagnatrt £43 


x 18" 
16” x 24” 


LESTER L. BROSSARD CO. 
540 North Michigan Ave: © Chicago 11, Ill. 


Pa 
2 
os 
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Safety Men’s 





National Fire Protection 
Association Elect 
New President 


T. Seddon Duke, president of Star 
Sprinkler Corp., Philadelphia, was 
elected president of NFPA at the 
final session of the fire safety 
group’s annual meeting. Duke has 
been a member of NFPA for over 
25 years. He served on its board of 
directors for the past ten years and 
as a vice president for four years. 


Appointments 


e Dr. S. T. Nicholson, Jr., to med- 
ical director, Doehler-Jarvis divi- 
sion, National Lead Co., Pottstown, 
Pa. 


e Dr. John E. Hill, to chief sur- 
geon, Texas and Pacific Railway. He 
succeeds Dr. Carl McCurdy who re- 
tired. 


e Dr. Herbert B. Allen, to medi- 
cal director, The Maytag Company, 
Newton, Iowa. 


e William M. Pallies, to safety 
director Philadelphia plant, The 
Electric Storage Battery Company, 
Philadelphia, Pa. Charles R. Riley, 
to personnel manager Chicago plant. 


e Fletcher N. Platt, to manager 
traffic safety and highway improve- 
ment department, Ford Motor Com- 
pany, Dearborn, Michigan. 


e Henry D. Grant, to safety direc- 
tor, Curtis Bay sub-Depot, Letter- 
Kenny Ordnance Depot. 


e Ronald Fields, to assistant per- 
sonnel director, Fawcett-Dearing 
Printing Co., Inc., Louisville, Ken- 
tucky. 


e Dr. Harvey B. Snyder, Howard 
J. Stroud, to medical division Hum- 
ble Oil & Refining Company, Hous- 
ton, Texas. 


® Gilbert E. Cain to assistant to 
Charles L. Jones, safety engineer of 
the Hercules Powder Company’s 
Engineering Department, Wilming- 
ton, Delaware. 


e John J. Burgin, to safety direc- 
tor, General Motors Process Eng. 
Div., Detroit, Michigan. 
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e Raymond D. Harvey, to assis- 
tant safety director, Ford Motor 
Company, Dearborn, Michigan. He 
was formerly safety director of 
Murray Corporation of America. 


e Forrest E. Forsythe, to person- 
nel director, Barberton Division, 
Rockwell Manufacturing Co., Bar- 
berton, Ohio. He succeeds H. P. 
Purdy. 


e John J. Hall, to coordinate high- 
way safety program of Esse Stand- 
ard Oil Company, New York. 

e Comyn C. Drake, to manager, 
safety and training, The Liquid Car- 
bonic Corporation, Chicago, Illinois. 


e Richard E. Lee, M.D., to diag- 
nostic consultant, Standard Oil 
Company, New Jersey. 

e Dr. J.C. Berno, to division phy- 
sician, The Mead _ Corporation, 
Chillicothe, Ohio. He takes over 
duties formerly held by corporation 
medical director, Dr. Walter Breth. 


Promotions 


e Bill Eldredge, from editor of 
company magazine to assistant per- 
sonnel director, The Sherwin-Wil- 
liams Company, Chicago, Illinois. 


@ Ray Strub, from police force 
captain to supervisor, plant protec- 
tion, fire control and safety in all 
plants of The Timken Roller Bear- 
ing Company. Charles E. Baer suc- 
ceeds Strub at Canton, Ohio. 


e B. R. Johnson, from supervisor 
of engineering to chief safety engi- 
neer, Pennsylvania Manufacturer’s 
Association Casualty Insurance Com- 
pany, Philadelphia, Pennsylvania. 


e Warren E. Sherley, from assist- 
ant director to director of personnel 
relations, Congoleum-Nairn Inc., 
Kearny, New Jersey. Sherley suc- 
ceeds A. D. Eastman who was elected 
as vice president and a director of 
the company. 


Retirements 


e James R. Allan, manager of the 
Industrial Engineering and Con- 
struction Department of Interna- 
tional Harvester, Chicago, after 44 
years. 








HALCO STRETCHER 
CANISTER 


The Halco Stret- 
cher Canister is 
the ideal way to 
store your Stret- 
cher. Made of 
heavy gauge steel, 
the Canister when 
closed will pre- 
vent dirt and 
grime from de- 
teriorating the 
Stretcher. The 
Canister is 95” 
high by 5” wide 
by 8” deep, and 
comes finished in 
white baked 
e enamel. 


Write today for literature 
and the name and address of 
the nearest dealer handling 
the Halco Stretcher Canister. 


A.E. Halperin Co., Inc. 


75-87 NORTHAMPTON ST. 
BOSTON 18, MASS. 
YOUR SAFETY——-OUR BUSINESS 
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NO SAFER 
PROTECTION FOR 
PUNCH PRESS FEEDING 


OSBORN Safety 

Pliers can’t shatter i 
if accidently caught in 
closing press dies .. . 
can’t send a blinding 
splinter into an operator’s 
eyes ... can’t damage 
your press dies! 








They’re made of Osmolloy, the amaz- 
ing lightweight Aluminum alloy that 
flattens under impact—instead of 
shattering. Suggestions for virtually 
any individual application are yours 
for the asking . . . ask for Bulletin 
for the standard designs. 
THE OSBORN MANUFACTURING CO., 
Argonne Road, Warsaw, Indiana. 


QSBORN 


SAFETY PLIERS 


FT 
Circle No. 127 on reader service card 
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Linemen's High-Voltage Gloves 


100% inspected to guarantee 
dialectic strength. Check these 
important features—found only 
in the White line: 


@ Natural shope—curved to the hand 
for perfect fit without bulk. 


@ Full size range—half sizes from 
9 thru 12 to fit all linemen. 


Flexibility—for comfortable work- 
ing. 


Large, round thumb  crotch—all 
fingers rounded with space for 
air circulation. 


large rolli—reduces hazard of cu: 
rent creepage. Voltage ratings: 
10,000-15,000-20,000 or to your 
special requirements. 


LEATHER 

PROTECTIVE GLOVES 

for abrasion protection 

are tailored to tit over 
rubber gloves. 


INNER 

LINER GLOVES 

to absorb sweat in sum- 
mer and keep hands 
warm in winter. 


YOUR QUESTIONS on rubber glove 
care and testing are welcome. They 
will be promptly answered by: 


WHITE RUBBER CO. 


43 on reader service card. 





Accident Stoppers 





A round-up of copyable 


safety and housekeeping ideas 


Spindle 
Safety Housing 


Back 


Saver 


Scovill Manufacturing Company, 
Waterbury, Connecticut, uses this 
electric hoist to prevent lifting in- 
juries. It dumps heavy loads of ma- 
terials into overhead hoppers which 
feed work down to machines. The 
mechanism dumps a barrel at a time. 
Formerly the heavy barrels were 
raised manually. Hoist is caster 
equipped, has 500 pounds capacity, 
can be secured at varying heights. 


Exposed grinding machine spindle 
(left), in the grinding section, Na- 
tional Supply Co., Torrance, Cali- 
fornia, was dangerous to operators. 
Machine operator’s sleeve might 
catch, throw worker against grind- 
ing wheel. Company eliminated the 
hazard by installing a simple hous- 
ing (right) covering the spindle. 


Hitch 
Guard 


To protect workers from bumping 
their shins against mercury hitches 
on trucks, Lockheed Aircraft Cor- 
poration, Burbank, California, equip- 
ped all truck hitches with this safety 
device. It’s made of rubber hose, 
simple to fit. 
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Accident Stoppers 





Safety 
Equipment 


Proper safety equipment is essen- 
tial for worker inspecting pulp 
bleaching tank at West Virginia 
Pulp and Paper Company’s Mechan- 
icville, New York, plant. The 
Chemox apparatus worn generates 
its own oxygen, makes wearer inde- 
pendent of outside air supply and 
protects against the hazardous fumes 
of calcium hypochlorite used for 
bleaching pulp. A helper, standing 
by for any emergency holds rope 
fastened to safety harness. 


Guard 
Lifting Device 


This mammoth guard is used at 
Ford Motor Company’s Cleveland, 
Ohio, plant to keep dirt from oper- 
ating controls of a crankshaft 
grinder. Lifting it manually would 
be a back-straining task. Instead, it 
is raised with a hydraulic cylinder. 
A mechanical dog safety catch pre- 
vents accidental lowering of guard 
by failure of hydraulic cylinder 
while workers make machine ad- 
justments. The catch is manually 
positioned and released. 
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: Mine Safety Appliances Company 


Electric 
Eye 


An electric eye, forming a path 
around this moving three-story high 
cable tester platform at Anaconda 
Wire & Cable Company’s Hastings 
Laboratories, assures complete safe- 
ty from head bumps. The electric 
eye path, installed at knee level, in- 
stantly freezes the elevator platform 
in position the moment the beam 
is interrupted by a person entering 
the area. 


; a 
Baldwin-Lima-Hamilton Corp. 


Continued on next page 





JUNKIN 
STRETCHERS 


STRETCHER CASE 
$2380 Loslevilte 





STRETCHERS 


The Junkin Stretcher Case affords a con- 
venient and compact cabinet for storing the 
army type stretcher, blankets and first aid 
equipment. It provides a definite location for 
the equipment and protects it against the 
deteriorating effects of dirt and grime. And 
because it's compact it's a SPACE SAVER 
tool Comes fully equipped if desired. 


JUNKIN SPLINT-TYPE STRETCHER 


Construction permits patient to be carried 
horizontaily or lifted vertically without 
danger from inaccessible locations. Canvas 
straps and footrests keep 
patient rigid and comfortable. 
For complete information write 
for free descriptive literature. 


= 


JUNKIN 
TT ta 


SAFETY APPLIANCE CO. 
101 $. FLOYD ST. 
LOUPSVILLE 2, KENTUCKY 
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ro nee YOU... 


reduce 
absenteeism! 


...accidents and labor turnover. 
And increase safety, sales and loy- 
alty—a custom designed Safety 
Award program. 

Safe conduct reduces accidents, 
which in turn gives you more man- 
power, less lost time. These, in turn, 
reduce your insurance rates. 

Safety emblems, designed for 
your particular use or program, be- 
come a symbol of cooperative 
‘thanks’ through public recognition 
of your employees’ capabilities and 
loyalty. 

Establish a Safety Awards pro- 
gram today. Our free brochure will 
give you all of the necessary infor- 
mation, and our representative will 
call to help clarify details. There is 
no charge for this service or of the 
service of our expert design depart- 
ment who will create an awards 
emblem that will immediately iden- 
tify your product and symbol. 


Fill out the. attached coupon and 
mail it today to: 


METAL ARTS COMPANY 
742 Portland Avenue * Dept. No. 9 
ROCHESTER 8 NEW YORK 


METAL ARTS COMPANY © Dept. No. 9 
742 Portland Avenue @ Rochester 8, N. Y. 


Please check the following: 

C) | om interested in the free Brochure 

[) | would like your representative to call 

] | would like more information about 
your free pianning and art service. 


Nome 





Title: 





Firm:.. 
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Accident Stoppers 





Cylinder Safety 
Cover 


To prevent flammable hydraulic 
fluid from escaping through worn 
out aluminum cylinder walls of this 
portable welding gun, The Budd 
Company, Philadelphia, Pennsyl- 
vania, covered it with a specially 
treated leather “boot.” It eliminates 
breakage of cylinder wall. Formerly 
they wore thin through repeated 
contact with jigs and fixtures. When 
break occurred, fire flared. 





Safety 
Signs 


Operations in heat treatment 
rooms can be hazardous unless exact 
procedures are followed. Workers 
in the heat treatment room at Ad- 
dressograph Multigraph Corp., 
Cleveland, Ohio, can’t help knowing 
proper procedures. To insure they 
don’t forget, detailed signs are post- 
ed at each operation. 


: The Budd Company 


Safety 
Manikin 


A stark reminder of what careless 
acts may do is this safety manikin. 
It’s displayed at plant entrance of 
Central Furnaces & Docks Division, 
American Steel & Wire Div., U.S. 
Steel Corp., Cleveland, Ohio. It 
reminds workers to work safely as 
they come to work. 
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Accident Stoppers 





Exhaust Fume 
Eliminator 


To eliminate exhaust fumes from 
their warehouse, Gerber Foods, Inc., 
Long Island, converted this gasoline 
powered fork truck to liquified pet- 
roleum gas operation. Changes re- 
quired adding a vaporizer and an 8 
gallon LPG tank with nozzle and 
hose attachment. Changing tanks is 
simple process, takes one man less 
than five minutes. There are no ex- 
haust fumes and few odors from 
LPG operation. 


Copyright 1953 The Atlantic Refining 
Co. Used with permission. 


Fork Truck 
ScaffoldingjAttachment 


To simplify maintenance in high 
places, Lewis-Shepard Co., Water- 
town, Mass., designed this scaffold- 
ing attachment for use on fork 
trucks. It’s used for inside or outside 
repairs. Truck forks slide into 
sleeves on underside of scaffold. It 
has a ladder on one side. A remote 
control device works from the cable 
shown on the right. When truck 
is parked, worker can raise and 
lower himself as desired. One man 
can run it. 


OCTOBER, 1954 


Pic.: Clark Equipment Company 


Safety 
Clothing 


This safety suit and equipment is 
used for cleaning a 10,000 gallon 
underground storage tank at the 
Kettle Point, Rhode Island, terminal 
of the Atlantic Refining Company. 
It assures a quick, safe job. 





172 ELECTRIC 
UTILITIES USE 


CHARCO’S 


glEX-sar 
LINEMEN’S GLOVES 


x 


Because they 
find them: 


] Safer... they are the result of ex- 
tensive laboratory research, continu- 
ous control for uniformly high quality, 
careful processing, rigid inspection and 
testing exceeding ASTM requirements. 
More comfortable . . . proven hond 
design, with curved fingers, greater 
flexibility, reducing hand fatigue. 
Longer life . . . superior formulation, 
proven by field experience. 


Your linemen, too, deserve the safest. Give 
them CHARCO FLEX-SAF RUBBER GLOVES. 


Write today for 
complete catalog of 


safety products 


CHARLESTON | 
RUBBER COMPANY 


Stark Industrial Park 
Charleston, South Carolina 


Other products manufactured 
exclusively by CHARCO include: 
CHARCO CHARCO 

FLEX-FIT PROTECTIVE SLEEVES BULLDOG COMBINATION CLAMPS 


Circle No. 146 on reader service card. 
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Literature... 


offered in this Month’s Ads 


AUDIOMETER—This instrument 
can help you guard against in- 
dustrial deafness. Audiometer 
Sales Corp. 


Circle No. 62 on reader service card 


CAR PULLER—Help stop rail- 
road siding injuries with this car 
puller. American Engineering 
Co. 


Circle No. 125 on reader service card 


FIRE EXTINGUISHER—This ex- 
tinguisher gives you fast effec- 
tive fire control. Ansul Chemical 
Co. 


Circle No. 40 on reader service card 


INDUSTRIAL FOOTWEAR — 
Here is long-wearing safe, com- 
fortable foot protection. Beacon 
Falls Rubber Footwear. 

Circle No. 47 on reader service card 


FLOOR SCRUBBER — This unit 


applies the cleanser, scrubs, 
flushes, and damp dries floors in 





To get information on any 
of these products, circle 
the appropriate number 

on the Reader Service Card. 





one operation. Finnell System, 
Inc. 


Circle No. 3 on reader service card 


ADJUSTABLE SPLINT—A spec- 
ial foot rest offers quick splinting 
without removing shoe from foot. 
Barwell Mfg. Co., Inc. 


Circle No. 82 on reader service card 


BREATHING APPARATUS — 
Here is a simple piece of breath- 
ing equipment that can be ob- 
tained at low cost. The Cycle- 
FloCo. ~ 


Circle No. 11 on reader service card 


STATION WAGON EMERGEN- 
CY STRETCHERS — These 
stretchers enable you to convert 
your station wagon into an am- 
bulance in a very short time. The 
Bomgardner Mfg. Co. 


Circle No. 52 on reader service card 


SAFETY SIGNS — Safety mes- 
sages can be changed rapidly 


with these durable signs. 
ner Sign Service, Inc. 
Circle No. 31 on reader service card 


STRETCHER CANISTER—'t will 
prev-nt dirt and grime from de- 
teriorating your stretcher. A. E. 
Halperin Co., Inc. 

Circle No. 128 on reader service card 


PROTECTIVE MASKS — These 
masks are light and inexpensive. 
Martindale Electric Co. 

Circle No. 134 on reader service card 


SOUND PROTECTORS—Get pro- 
tection from both high and low 
frequency noise. David Clark 
Co., Inc. 

Circle No. 102 on reader service card 


SAFETY CANS—These cans are 
designed and built under rigid 
specifications to meet all regula- 
tions for handling, transporting, 
and storing flammable liquids. 
Eagle Mfg. Co. 

Circle No. 76 on reader service card 
GLOVE RECONDITIONING — 
Old gloves can be cleaned, steril- 
ized, and repaired to increase 
their work life. Wash-Rite Co., 
Inc. 

Circle No. 136 on reader service card 


Wag- 





4 Boxes—1000 Tissues Each 
Size 41” x 1034”—$7.00 


Complete with 

f ._ Bottle &G Sprayer 

is ~=OiPrice — $5.45 
ates 


This new, chemically’ treated tissue is low 
in pric® and does away with expensive chemi 
cal sprays 

Cleans and no-fogs goggles, eyeglasses and 
welding lenfes with the addition of water only 

Tissues can be used several times 

Contact your nearest jobber or write us for 


samples and literature 


distributors wanted Write for proposition 


CARHOFF COMPANY 


11706 KINSMAN AVE. * CLEVELAND 20, OHIO 


Circle No. 147 on reader service card. 
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RITE FOR CAT. No. C-2 
SAFETY SIGNS FOR ALL PURPOSES 


STANDARD SIGNS, INC. 


EAST 65th ST., CLEVELAND 27, OHIO 
NOSPITA KEEP OUT PFFICK gue SEL Lavaton OU 


Circle No. 148 on reader service card. 








Shut Out NOISE 











ce 
—. 
4 
with the NEW [SMR] 
EARSTOPPER 


Soft, comfortable, resilient, the SMR 
EAR STOPPER adjusts itself to all 
shapes, turns and movements of the 
ear conal. Will not slip out of the 
ear. Has a long life and is reason- 
able in cost. Furnished in a plastic 
case with a pencil-clip. 


@ Free sample when requested 
on company stationery. 


Surgical Mechanical Research 


1905 Beverly Los Angeles 
Bivd. . 57, Calif, 


Circle No. 149 on reader service card. 
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SAFETY SHOES — Rugged, and 
good looking, these shoes will 
give your workers depertdable 
protection. Safety First Shoe Co. 
Circle No. 100 on reader service card 


FLOOR CLEANER—This cleaner 
will clean your floors with a min- 
imum of scrubbing. Vestal, Inc. 
Circle No. 61 on reader service card 


SAFETY SIGNS—Keep safety in 


the minds of your employees. 
Stonehouse Signs, Inc. 
Circle No. 26 on reader service card 


GOGGLE—This model is de- 
signed with a wide, deep frame to 
give adequate clearance over 
spectacles. Willson Products, 
Inc. 

Circle No. 34 on reader service card 


SAFETY MIRRORS—They help 
prevent accidents because of 
blind corners, cross aisle intersec- 
tions, and entrances and exits. 
Lester L. Brossard Co. 

Circle No. 142 on reader service card 


SAFETY HOOKS — The safety 
gate automatically locks closed 
and can’t be accidentally disen- 
gaged on these hooks. E. D. Bul- 
lard Co. 


Circle No. 17 on reader service card 


WASTE RECEPTACLES — Fire 
hazards can be reduced by con- 
veniently locating these  self- 
closing receptacies throughout 
your plant. The Bennett Mfg. Co 


Circle No. 56 on reader service card 


PORTABLE AIR COMPRESSOR 
— Charge your own self-con- 
tained air breathing equipment 
with this unit. The Cornelius Co 
Circle No. 53 on reader service card 


FLOOR ABSORBENT — Indus- 
tries both large and small have 
found that this absorbent gives 
them clean safe floors. Speedi- 
Dri Corp. 


Circle No. 113 on reader service card 


WATERLESS HAND CLEANER 
—This cleaner will remove 3] 
soils that soap and water can't 
take off. Quickee Products, Inc. 
Circle No. 110 on reader service card 


PORTABLE LADDER — When 
someone steps on this ladder it 
automatically locks in position 
and will not move. Cramer Pos- 
ture Chair Co., Inc. 

Circle No. 5 on reader service card 


AIR DRILL HOSE—You can pro- 
tect your air drill _ operators 


against electrical hazards with 
this hose. Mercer Rubber Co. 


Circle No. 86 on reader service card 


DUNKING STATIONS — Cut 
down on cigaret and cigar fire 
hazards with this dunking sta- 
tion. Standard Industrial Prod- 
ucts Co 

Circle -No. 71 on reader service card 


LAMP GUARDS — These units 
will prevent accidents caused by 
falling fluorescent tubes. Gen- 
eral Scientific Equipment Co. 

Circle No. 95 on reader service card 


SAFETY SOLVENTS—A full line 
of noncombustible solvents with 
slow to high speed drying fea- 
tures. Nocon Products Corp. 

Circle No. 73 on reader service card 


MARKING TOOLS—There is no 
dangerous, spalling or mushroom- 
ing with these safety tools. M. 
E. Cunningham Co. 

Circle No. 88 on reader service card 


INDUSTRIAL TRUCK—Here is 
a machine that is designed for 
safe operation in atmospheres 
containing explosive fumes and 
vapors. Clark Equipment Co. 

Circle No. 21 on reader service card 





NO DANGER Hi 


Noise levels are no obstacle to this 


safety signal! Nail mills, boiler fac- 
a . 
{/ 


tories, shuttle rooms no longer pre- 
sent a signalling problem. 


Forget 
NOISE! 


27S BEACON RAY 


Li 
HEAD CAN'T FLY OFF! 


The head and handle are forged in one piece . . The warning beam of light from this Beacon Ray will penetrate 


through any noise levels! Rotating through 360° this concentrated 
beam will reflect off any bright surface to warn the unwary even 
though they may be facing the other way. 


no welds or joints. Eliminates danger to fellow 
workmen and saves all expense and delay of loose 


or splintered handles. Grip is genuine leather 

With or without audible signals in service a Beacon Ray with 
The warning beam of light from this Beacon Ray will penetrate 
An audible signal will fail to do this. Write for full details on the 
new low-cost Federal 27S Beacon Ray warning light. 


FEDERAL SIGN and SIGNAL 


Formerly: Federal Enterprises, Inc. C o rp o ra ¢t i o n 
8735 SOUTH STATE STREET CHICAGO 19, ILLINOIS 


Circle No. 154 on reader service card. 


proven most comfortable and durable. 
# 


UNBREAKABLE TOOLS 


Write for information 


ESTWING MFG. CO. 
DEPT. P 
ROCKFORD, ILL. 





Circle No. 150 on reader service card. 
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. 
WJ sarery LENS QUALITY IS NEVER A LUXURY 


ae 


eee o 


Bausch & Lomb J-68 metal safety glass with acetate nose and side shields. 


Bal-SAFE lenses 
Surest defense against 
aa costly eye accidents 


sina eeitliaadibatan: Hoe Siaanilh ease There's no room tor doubt, no reason tor regret, when your workers are 
pre cquipped with safety eyewear fitted with Bal-SAFE industrial lenses. 

To insure maximum quality of protection, Bausch & Lomb keeps control 
of all production from start to finish—through glass making, precision lens 
manufacturing stages—to superior, uniformly accurate lens hardening. 

Impact resistance to an extraordinary degree is built into Bal-SAFE lenses 
through a precision controlled heat treating process that radically changes 
and strengthens the glass structure. 

Rest assured. Always specify Bausch & Lomb safety eyewear with Bal- 


SAFE industrial lenses. Contact the representative in your area. 


Just mail this coupon with your 


BAUSCH 6 LOMB 


SINCE 1853 


business letterhead to get your free 
copy of ‘Complete Eye Protection.” 


BAUSCH & LOMB OPTICAL COMPANY 


90434 Smith St., Rochester 2, N.Y 


Where visual correction is needed, 
there's extra safety in Bal-SAFE lenses 
professionally prescribed, ground to 
the worker's prescription. 


Circle Nu. 153 on rT rvice card for more 





Franchise Circulation Gets A New Partner: 


chon Ful 


F ranchise Circulation 


The Industrial Publishing Group has de- 
veloped since 1932 what is probably the most 
effective means for reaching a sales market that 
has been devised in industrial advertising. 

Wholesale distributors in the fields served by 
The Industrial Publishing Group’s magazines, 
subscribe to the magazines for their best custom- 
ers and prospective customers. They pay twelve 
cents per month-—$1.44 per year—for each sub- 
scription, and the people for whom they subscribe 
are the active buyers called on daily by their own 
salesmen. The lists are corrected monthly, assur- 
ing that the circulation remains sensitive to the 
personnel turnover in business and industry. 


How do you know we 
reach the right man for you? 


Through ACTION AUDIT. This is the meas- 
uring stick which analyzes and particularizes the 
quantity and the QUALITY of the readers of your 
and your competitor’s advertisements. No other 
method for such determination has _ heretofore 
been devised. 


What is Action Audit? 


The Industrial Publishing Group asked adver- 
tising buyers across the country what they needed 
to know in choosing publications. 

All of the answers fell generally into the 
groups of “Who reads it?’, “How does it reach 
him?”, “What is the degree of the readers’ in- 
terest?” and “How can the buyer certainly know 
these things?” 

The editorial content of a book is tangible; 
quantitative circulation measurement has become 
almost standard practice; surveying has reached 
higher levels of value to the advertising practi- 
tioner. But there are still areas which 
greater light. 

“Action Audit” is the means of ascertaining 
and disclosing to the buyer, what happens when 
a magazine goes to the right man, in the right 
place, at the right time. 


need 


The beginning of a measurement 


The Industrial Publishing Group’s magazines 
solicit inquiries for the advertiser by means 
of a card which the reader may send for further 
information or action. They are sales leads but 
they are much more. THEY ARE AN INDEX 
OF WHO IS READING: OF WHAT HE IS 
READING. 


Why is Action Audit 
useful to an advertiser? 


Publishers’ presentations have historically been 
a “putting-of-the-best-foot-forward”. A dozen 
points about a book have been taken out of con- 
text and placed in a favorable light before poten- 
tial buyers. An advertising buyer about to make 
a decision has had a hodge-podge of claims and 
accusations upon which to form a judgment... 
with a suspicion that he also had missing parts. 

Action Audit is a presentation by a publisher of 
the TOTAL STORY OF HIS BOOK, without 
deletion or expansion of fact. The advertising 
buyer sees the magazine exposed in all its naked- 
ness and is able to make a fair estimate, with 
which he feels secure. He can defend his choice in 
his own mind and to other people. That is why 
Action Audit is essentially useful, because it is 
the WHOLE story. 


ACTION AUDIT 


® Gives you FACT about reader traffic. 


® Demonstrates the 
paper advertising. 


news value of business 


® Takes circulation and market out of statistics 
and shows you PEOPLE... people in action 
... people interested in what you sell. 

® Reflects interest in types of sales appeals. 

@ Indicates new pools of buyers ev ry month 


@Shows publisher’s sensitivity to 
interest and purchasing power. 


reader 


®@ High-lights need for rapid, efficient inquiry 
handling for sales effectiveness. 


Now for the first time, the WHOLE story of a magazine, for Advertisers 
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